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GEORGE BIRKBECK, ESQ. M.D. 



F.G.S. M.A.S. ETC. ETC. 



PRESIDENT OF THE LONDON MECHANICS* INSTITUTION, 



Sir, 
The following " Essay on the Nature and 
Application of Steam," owing as it does its 
origin to your enlightened liberality, to no one can 
I more appropriately dedicate it than to yourself. 

The example you have set in exciting a laudable 
emulation amongst mechanics in scientific attain- 
ments, has been the cause of a change in their 
views and pursuits, of which though no one can 
foresee the end, all concur in believing that it will 
be for the lasting good of themselves and of the 
community. 

Actions, not words merely, best attest a man's 
sincerity, and when, as in your case, they are uni- 
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formly directed to promote the acquisition of useful 
knowledge, and thereby to benefit and add to the 
welfare of his fellow-man, they command our 
esteem, and can never be sufficiently admired. 

Example and precept are each good in their way, 
but precept, however zealously and eloquently in- 
culcated, unaided by example, is comparatively 
feeble and inefficient. 

The lucid example you have set will continue to 
ei^cite a laudable emulation in the votaries of 
science ecich to excel the other in their various 
pursuits and avocations, causing and encouraging 
them to economize and employ well that most in- 
valuable precious gift and staple commodity of life 
--Time ! 

Your exemplary fortitude and patient perseve- 
rance in successfully combating and conquering 
every opposing obstacle and difficulty in the pur- 
suit and attainment of knowledge, animates and 
cheers the young aspirant, and stimulates and spurs 
on the aged veteran to renewed exertions in their 
praiseworthy career. 






In you they behold the man of science and the 
philosopher, who not only " points to heaven but 
leads the way," the constant tenor of whose life 
" proves by the ends of being to have been." 

To have my name associated with one illustrious 
in the arena, and almost synonymous with science, 
is an honour of which, without vanity, I may be 
justly proud, — an association of which I should be 
more ambitious were I conscious that I merited 
such an honourable distinction. 

That you may long and always happily live in 
the full fruition of health, and enjoy, in its utmost 
plenitude, " the soul's calm sunshine and the heart- 
felt joy" inseparable from the ceaseless practice of 
such virtues, is the ardent prayer of, 

Sir, 

■ 

Your most obedient and obliged 
humble servant, 

M. A. ALDERSON. 

7, Paris Street, West Lambeth, 
iAmdan, March, 1834. 



PREFACE. 



At a time like the present, when new projects are daily 
brought before the pubUe either for improving, perfecting, 
or altogether superseding the power of steam, it is thought 
that a brief and comprehensive treatise, embodying the 
principles and application of this powerful agent in all its 
branches^ would not be unacceptable. 

To those engaged in such pursuits, a work of this sort, 
embracing all the successful improvements made by the 
engineers and projectors of the present day, together with 
those of their predecessors, must be as acceptable as it is 
trusted it will be found useful. 

To the general reader, a familiar description of what has 
been hitherto considered difficult, if not repulsive, will, it is 
hoped, tend to gratify a laudable curiosity, and to in- 
crease the numbers of the votaries of science; even 
should steam be altogether superseded, to such it will 
and always must be interesting if only as matter of 
history. Haply this last dilemma is not likely to take 
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place, for no elemental substance or power has hitherto 
been discovered at all able to compete with that immensely 
expansive and yet easily condensed vapour — Steam. 

As a subject of general interest at the present period, 
when the application of steam to the purposes of loco- 
motion, as successfully effected on railways and contem- 
plated on the common roads, brings it home to the imme- 
diate notice of all, every one must be desirous, more or 
less, of becoming acquainted with the nature aod proper- 
ties of that power, the practical appUcaticm of which is ef- 
fecting such great innovations and such important improve- 
ments. Considered as an abstract subject of study or 
speculation, it is much more pleasing and useful than those 
over-refined theoretical sciences and studies which, taking 
in general higher ground, do not lead to such important 
practical results. 

To those engaged too ardently in the latter pursuits, 
may be applied the beautiful description which Milton 
gives of the occupation of some of the fallen angels. 

Others apart sat on a hill retir'd, 
In thoughts more elevate, and reasoned high 
Of Providence, foreknowledge, will, and fete, 
Fix'd fate, freewill, foreknowledge absolute, 
And found no end, in wandering mazes lost.* 

* Paradise Lost^ bMk u. lim 557.' 



The object and aim of the Author has been to concen- 
trate, in a brief and perspiciious manner^ whatever of know- 
ledge and information he has practically acquired on a 
subject eminently fraught with paramount importance to 
science, manufactures, and commerce. 

As a first and most powerful mover of all kinds of ma- 
chinery steam has the pre-eminence over aU others, and 
Uke the rod of the IsraeUtish Prophet swallows up every 
competitor. 

In this, work the economy of which it is susceptible, 
as far as its power has hitherto been developed, and the 
various modifications that have taken place in its me*^ 
chanical application, are clearly and succinctly detailed 
and placed in juxta-position, and their utility and worth 
duly estimated. 

The Stbam*£noinb, indigenous to this nation, and ge- 
nerally considered to have been chiefly and primarily in- 
strumental in raising and maintaining its manufacturing and 
agricultural superiority, prosperity, and consequent wealth 
and happiness, claims and obtains an indefeasible priority 
over all other mechanicstl inventions and discoveries. 

Contemplated in its origin, progress, and present state, 
as the proud result of the amazing effects of genius 



and of science, combining the past with the present, the 
Steam-Engine is an honour to the human mind. The his- 
tory of its rise and progress, therefore, as the most im- 
portant appUcation of steam, in a work of this nature ne- 
cessarily takes the lead. 

Aware, however, that Uttle has yet been laid before the 
public respecting the numerous other appUcations of 
this powerful agent, a large portion of this work 
has been devoted to the elucidation of the many ad- 
vantages possessed in its appUcation to the various pur- 
poses of warming rooms, heating drying-houses, manu- 
facturing sugar and salt, cooking. Sec. &c. the whole of 
which are treated of in such a way as to furnish sufficient 
information for the manufacturing of most of the apparatus 
mentioned. 

This Essay having been honoured by the award of the 
highest premium ever yet given by the London Mechanics' 
Institution, and on that occasion having received the enco- 
miums of high scientific characters, who are known to 
thoroughly imderstand the nature of the subject here 
treated of, it is of too much importance to the author to 
suffer the pubUcation to appear unaccompanied by the 
genuine testimonials it has produced. It is but Justice, 
then, to quote the following from the speeches made on 
the presentation of the premium. 



There having been five essays sent in on this subject. 
Dr. Lardner^ who adjudged the prize, said, ^' he had the 
** pleasure of examining them, and he could safely say, 
*^ from a pretty extensive experience in examining manu- 
scripts firom persons of the highest pretensions, that the 
very worst of them exceeded the ordinary standard even 
in purely Uterary quaUties. Each of them contained a 
clear and satis&ctory account of the nature of Steam- 
Engines, vmtten with surprising ease and fiEiciUty, 
collecting together all the facts, and arranging thaoai 
in clear, distinct, and well selected language. The 
ground of preference viras not only the superiority of 
^' the materials, but its being as a whole more clear, and 
*' vmtten in a better literary style, vnth superior draw- 
" ings." 

Dr. Birkbeck observed " that the author of the success- 
" fill Essay had discovered two notices of this power which 
had escaped preceding vmters, and he had also detected 
in Homer's description of the Pheeacian fleet of king Al- 
'^ cinous, in the eighth book of the Odyssey, an allusion to 
** navigation in his kingdom, which is no inaccurate de- 
** scription of steam navigation.^ 
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Dr. Birkbeck then presented the prize, £20, offered by 
himself, to Mr. M. A. Alderson, the successful candidate, 
with an appropriate speech. 
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The following quotation from the Transactions of the 
Society of Arts^ in the year 1825-6^ will prove that the 
author had previously made this subject his study, and 
with some success. 

'' To Mr. M. A. Alderson, the Gold Vulcan Medal, 

'^ or Thirty Guineas, for the best drawings and de- 

'^ scription of the Condensing Steam-^Engine in its 

" most improved state." 

Which premium he had the honour of receiving from 

the hand of his Royal Highness the Duke of Sussex. 



M, A, A. 

Holbeckf near Leeds* 
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NATURE AND APPLICATION 



OF STEAM. 



Steam \ all powerful steam ! the subject of this 
essay, is one that has exercised the ingenuity of 
scientific men for a series of years. It is a subject 
of great importance to all classes of society and to 
almost every country. Every one can observe its 
effects in the ponderous and powerful machines 
called " Steam EngineSy'' now universally used in 
this and almost every other civilized country for 
the various purposes of driving machinery in ma- 
nufactories, supplying cities and towns with wa- 
ter, impelling along railroads carriages containing 
the most heavy and costly merchandize, cattle, and 
passengers, with a velocity which may be said to 
outstrip the wind, and, despite the tides, pro- 
pelling vessels on rivers and seas, at a rapid and a 
certain rate, heretofore dependent upon the winds, 
which are mutable even to a proverb; and in 
various other inventions which more or less affect 
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the interests and influence the actions of li man- 
kind. 

Whilst those unacquainted with the application 
of steam can only observe and wonder at its ef- 
fects; and those who understand both its nature 
and effects are only intent upon perfecting their 
theories or improving their machines, it furnishes 
to the political economist matter of inquiry and 
reflection of the most interesting and paramount 
importance, tending, as the power of steam un- 
doubtedly does, from its potent action and exten- 
sive application, to produce to an unprecedented 
extent almost every manuBatctured article <^ home 
consumption and foreign commerce. 

It will be proper in the first instance to explain 
something of the nature of steam, and then pass on 
to its application. 

STEAM, thea,may be defined the offspring arising 
from the union of the two elements Fire and Water; 
2nd as fire and water are proverbially known to be 
'' good servants but bad masters," so, too, we may 
say of their amazingly expansive and terrific off- 
spring, Steam^ which, when k^ in due subjection, 
is the most iiseful and powerful servant of man, 
but, when once it gets the upper hand, is the most 
dangerous and destructive thing knoMn, gunpow* 
der itself not excepted. 

Water, m the process of conversion into vapour 
or steam, combines with more than ^ve times the 
quantify of caloric, or fire, than is required to 



luring it .-cold water to a boiling heat, and occu- 
pies a ^pace eighteen hundred times greater than 
it doe? when in its original form of water ; one 
cubic inch of water expanding into about a cubic 
foot of steam. 

From practical experience^ the best of all 
teachers, the explosive force of steam is found to 
be much greater than that of gunpowder. Some 
volcanic eruptions and earthquakes^ it is supposed, 
owe their terrible effects to the powerfol agency 
of steam, by the collision of the waters of the 
ocean with subterraneous fires. 

Steam, when raised in open vessels, is powerless 
as smoke, and rises plentiftiUy from water exposed 
to the action of fire in such vessels ; when it 
reaches that degree of temperature indicated by 
212 degrees of Fahrenheit's thermometer, and 
however long exposed to the action of the fire, or 
to whatever degree of heat the intensity of the fire is 
increased, it will never, under these circumstances, 
cause the thermometer to rise higher. 

Steam was in this way raised for ages ; its useful 
qualities being undiscovered or unheeded, and was 
itself only regarded as the indication and effect 
of boiling water. When steam was first raised in 
a close vessel, and of a higher temperature than 
212*", it then first became useful for mechanical 
and chemical purposes ; and whoever was the first 
to submit steam to the action of fire in a close 
vessel, may be termed the inventor of the steam 
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generator or boiler, the basis of the steam-engine, 
the mighty importance of which, perhaps, never 
entered his contemplative mind. 

Almost every fluid besides water throws off 
vapour when exposed to the action of caloric ; but 
as these difierent vapours are not steam in the 
popular sense of the word, the consideration of 
their qualities cannot meet with more than a pass- 
ing notice here. 

Numerous are the experiments which have been 
made on water and caloric, with a view to ascer- 
tain their qualities and fully comprehend their 
effects ; but the former being more tangible to the 
senses, is also more manageable to investigate, and 
the conclusions drawn from experiments upon it 
are more satisfactory. 

Water itself is a compound substance, consisting 
of two gases, which scientific men have agreed to 
call by the names of oxygen and hydrogen. It is 
found in four states, namely, solid or ice, liquid or 
water, vapour or steam, and in a state of compo- 
sition with other bodies. 

The most simple state of water is that of ice ; 
and the difference between liquid water and ice is 
merely, that water contains a larger portion of 
caloric, as may be seen by the following experi- 
ment. 

Take any quantity by weight of ice or snow 
at 32** of Fahrenheit's thermometer, and mix 
it with an equal weight of water heated 



exactly to 172o. The snow instantly melts, 
and the temperature of the mixture is still 
only at 32**. Here the water is cooled 140**, 
whilst the temperature of the snow is not 
increased at all; so that 140** of caloric 
have disappeared. There can be no doubt, 
then, but water owes its fluidity to its 
latent caloric or heat : this portion of heat 
is called the " caloric of fluidity.'' 
Aqueous vapour, or steam, is water combined 
with a still greater quantity of caloric ; but how- 
ever long we boil a fluid in an open vessel, we 
cannot make it in the smallest degree hotter than 
its boiling point ; the reason of which is, that when 
the water or other fluid has arrived at this point, 
the vapour absorbs the heat and carries it off* as 
fast as it is generated. Vapour raised at a lower 
temperature cannot be considered as steam; for 
water, as may be seen by the following experiment, 
requires a vast quantity of caloric to convert it into 
steam. 

Take a cup of hot water, put it under the 
receiver of an air-pump, and set the pump 
to work; the water will soon begin to boil 
furiously, and the receiver will be covered 
with vapour. If the receiver be now taken 
off*, the water will be found barely luke- 
warm, owing to the vapour having carried 
off* the greatest part of its heat. 
Aqueous vapour, owing to the large quantity of 



caloric that is combined with it, takes a gaseous 
form and acquires great expansive force and power. 
At the pressure of the atmosphere, steam occupies 
a space eighteen hundred times greater than in the 
form of water, and yet continues equal in its ex- 
pansive power to the atmospheric pressure. Steam 
when generated in a close vessel is colourless and 
perfectly transparent, but on issuing out into the 
atmosphere it assumes a white and misty appear- 
ance owing to its partial condensation. 

In vacuo, water is found by experiment to boil 
at about JO"" of Fahrenheit's thermometer, and 
under the common atmospheric pressure of this 
climate at 212^ 

It appears from experiments made by eminent 
scientific men (such as Watt, Southern, Black, and 
Ure,) when the theory of steam came to be exten- 
sively investigated and its principles fully developed, 
that steam, acting by its expansive force upon a 
column of mercury in a vertical glass tube hermetic 
cally sealed at the apex, and having at the top of 
the said column a vacuous space commonly called 
the Torricelian vacuum, such in fact being the 
common barometer ; it appears from their experi- 
ments, that the following would be the results at 
the various temperatures mentioned. 

Steam at 212^ will sustain a column of mercury 
30 inches in height, and so will the atmosphere in 
a barometer; at 220"* of heat it is equal in its 
expansive power to the pressure of 40 inches of 



mercury; at 240^ to 50 inches; at 27(r to 82 
inches; at 290" to 114 ; and at 343« to 240 inches. 

It has been found by experience, that boilers in 
common, use require 8 feet of surface to be ex- 
posed to the action of fire, to boil off one cubic 
foot of water per hour, which in the larger sorts 
of ei^ines is reckoned equivalent to one horse 
power ; and that a bushel or 84 lbs. of Newcasde 
coals so applied will boil off from 8 to 12 cubic 
feet. It is believed, with every attention on the 
part of the engineer, that from 13 to 14 cubic feet 
of water is the largest quantify hitherto evaporated 
in a low pressure boiler with a bushel of coals; 
though it is asserted by some, on the authority 
of the late Mr. Crichton, who assisted the cele- 
brated James Watt in his various experiments, that 
with a properly constructed boiler, " with all appli- 
ances^ and means to boot," Mr. Watt had succeeded 
in evaporating as much as 18 cubic feet of water 
with that quantity of coals, or in that proportion ; 
but as ^^ one swallow does not make a summer," 
so this example should be regarded, rather as an 
exception, than rashly adopted as a rule. 

It is found by experience that /the time required 
to convert a given quantity of boiling water into 
steam, is six times that required to raise it from the 
freezing to the boiling point. 

Water being the greatest component of steam, it 
may be proper to more fully investigate its quali- 
ties. It is composed, we find by chemical experi- 
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ments, of 85 parts by weight of oxygen and 15 of 
hydrogen in every 100 parts of fluid. Both tbe^ 
terms are derived from the Greek language ; the 
former signifies to generate acids, the latter to 
generate water. Hydrogen appears capable of 
uniting with oxygen in one proportion only, and 
water is the result of the composition : this fact 
may be proved by the following experiment : — 
Put a little alcohol in a tea-cup, set it on fire, 
and invert a large glass bell over it. In a 
short space of time aqueous vapour will be 
seen to condense upon the inside of the bell, 
which by means of a dry sponge may be 
collected, and will be found to be pure 
water. 
Several methods have been contrived whereby 
water may be decomposed, and the exact propor- 
tion of its constituent parts ascertained. It has 
been done by passing it through an iron tube over 
red-hot charcoal as follows : — 

Take a piece of iron tubing, or an old gun- 
barrel, fix it in a chafing-dish of burning 
charcoal, and pass water into it in small 
proportions, the result will be hydrogen 
gas, as the oxygen of the water by the 
agency of heat becomes fixed in the iron of 
the gun-barrel, and sets at liberty the 
hydrogen, which may be collected in a 
receiver. 
Had modern projectors paid proper attention to 
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tHe above experiment, it would have saved them 
the expense of many useless patents and much 
subsequent disappointment. Indeed, in many in- 
stances, the consequence of the want of scientific 
information in sanguine schemers has been the cause 
of their utter ruin. It requires very little reflection 
to know that the extension of the surface of the 
boiler containing water and exposed to the action 
of fire, will cause an increase of steam. Hence 
the attention of modern improvers of the steam 
generator (particularly since the application of 
steam to the purposes of locomotion) has been 
directed chiefly to increasing the surface of the 
boiler exposed to the fire, without materially in-r 
creasing its bulk. By carrying this principle to a 
great extreme, several modem inventions have ap- 
proximated so near to the foregoing experiment as 
to end in a similar result; for, instead of generating 
steam, they decomposed the '' stuff" of which it is 
made, and produced hydrogen gas, the lightest 
and almost the least expansive of all ponderable 
things ; this mixing with the little steam which 
they did raise, weakened its effect to such a degree, 
that engines and boilers, which their overweening 
projectors wished to rate at as much as twenty 
horses' power, would not do the work of four. 

It is very necessary to bear in mind the specific 
gravity of water, because this is always taken for 
unity in the specific gravity of other substances. 
A pint measure of water, then, weighs very 
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nearly one poand, consequently, a cubic 
foot of water will weigh 1000 ounces, or 
624 pounds avoirdupoise, being about 48 lbs. 
for a cylindrical foot It is 816 times 
heavier than atmosph^c air.. 
Thus we have endeavoured to predicate all the 
phenomena commonly known of water as connected 
with steam, the accumulated knowledge of practi- 
cal, observant, and scientific men through a long 
period of years* 

Heat, the other component of steam, is the well 
known sensation which we perceive on touching 
any substance whose temperature is superior to that 
of the human body. 

Chemists have agreed to call the matter of heat 
caloric, in order to give precision to chemical 
language and to distinguish the matter of heat from 
its effects, because whwiever caloric becomes fixed 
in any body it loses its property of affording heat. 
To examine all the qualities belonging to heat 
would require a volume exceeding the limits of this 
essay, and it will be quite sufficient for our purpose 
to state a few of its most prominent qualities con- 
nected with this subject. By its qualities only can 
it be examined, since it is a ** Proteus ** which has 
eluded the most vigilant search of all philosophers. 
Caloric is uniform in its nature ; but there exist 
in all bodies two portions of caloric very different 
from each other. The one is called " sensible heat^^^ 
or free caloric, the other *' latent heat,'' or combined 
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EJoric; it is also sometimes termed, and perhaps 

irith more propriety, caloric of Jluiditij and caloric 

Torizalion. " Sensible heat" is the caloric 

nisengaged from other bodies, or if united, not 

fchemicalli/ utiiitd with them. " Latent caloric" is 

■'^hat portion of the matter of heat which makes do 

sensible addition to the temperature of the bodies 

in which it exists. Caloric, as it penetrates bodies, 

^^eqiiently forms a chemical combination with them, 

Hhnd becomes essential to their composition : this is 

always the case when a solid is converted into a 

liquid, or when a liquid passes into the gaseous 

state. But if caloric be superadded to a body when 

I a state of saturation, it merely traverses its sur- 
e, and passes on to some of the adjacent bodies. 
If a pan of snow be hung over a fire, the snow 
will receive a great accession of caloric 
from the fire without being at all sensibly 
warmer. The caloric, as it enters the snow, 
becomes chemically combined with it, and 
the fire will not in the least alter its tempe- 
rature till the whole becomes fluid. 
Caloric, in a latent state, exists in all substances 
with which we are acquainted, though it combines 
with different substances in different proportions. 
KrCaloric pervades all bodies, which is not the case 
H'With any other substance known. 
H Whenever caloric quits its latent state, how long 
H soever it may have lain dormant or inactive, it always 
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fects the thermometer and the sense of feeling as if 
it had never been latent. 

One body is said to have a greater capacity for 
caloric than another, and the propriety of the term 
may be shewn by the following experiment. 

Dip a lock of wool and a piece of sponge in 
water, and observe how much more water 
the sponge is capable of taking up than the 
wool. Hence the sponge may be said to 
have a greater capacity for water than the 
wool. 
The same bodies have at all times the same capa- 
city for caloric, unless some change takes place in 
the bodies ; and whenever a body has its capacity 
for caloric increased, it requires a larger portion of 
the matter of heat to raise it to a given temperature 
than another body does which has a less capacity 
for caloric, as may be made appai ent by the follow- 
ing experiment. 

Take one pound of water at 1 00** and one 

pound of water at 200°, the mixture will be 

found to give the exact mean temperature of 

150°; but one pound of mercury at 100° and 

one pound of water at 200°, will produce a 

heat much higher than the mean temperfi- 

ture. Mercury has not, therefore, so great 

a capacity for caloric as water. 

Caloric is the cause of fluidity in all substances 

which are capable of becoming fluid, from the 

heaviest metal to the lightest gas. All fluids are 
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formed from solids by an addition of caloric, and if 
this caloric were abstracted, solids would be repro- 
duced. It insinuates itself among the particles of 
substances to which it is applied, and immediately 
separates them in some measure from each other. 
Thus ite is converted into water, and by a further 
portion of caloric into steam. Though the tempera- 
ture of steam be no more than 2 1 2% yet it has been 
demonstrated by Mr. Watt that it contains near 1200** 
of caloric, and it is this that preserves it in the 
form of steam. On this subject we may come to a 
satisfactory approximation by means of the follow- 
ing experiment by Dr. Black. 

He placed two cylindrical flat-bottomed ves- 
sels of tin, five inches in diameter, and con- 
taining a small quantity of water at 50**, on 
a red-hot iron plate of the kind used in 
kitchens ; in four minutes the water began 
to boil, and in twenty minutes the whole was 
boiled away. In four minutes, therefore, 
the water received 162** of temperature, or 
40y° in each minute. If we suppose, there- 
fore, that the heat continues to enter the 
water at the same rate, during the whole ebul- 
lition, we must conclude that (404:° X 20=:) 
810** additional heat has entered the water 
and is contained in the vapour. 
On the other hand vapours during their conver- 
sion into a liquid form, evolve or give out much 
caloric. The heat given out by the condensation of 
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steam is rendered apparent by the following experi* 
ment 

Mix 100 gallons of water at 50" of temperature 
with one gallon of water at 212". The tem- 
perature of the water will be raised about 
1t°. Condense, by a common still tub, one 
gallon of water from the state of steam, by 
100 gallons of water at the temperature of 
50", the water will be raised in temperature 
11". Hence 8 pounds of water condensed 
from steam raised the temperature of 100 
gallons of cold water 9^** more than 8 
pounds of boiling water ; and by an easy 
calculation it appears that the caloric im- 
parted to the 100 gallons by the steam, if it 
could be condensed in one gallon of water, 
would raise it to 970". A pound of water, 
therefore, in the form of steam contains more 
caloric than a pound of boiling water in the 
proportion of 970" to 212". 
The large quantity of caloric latent in steam ren- 
ders it an exceedingly convenient vehicle for con- 
centrating and conveying heat. Steam, therefore, 
is used on an extensive scale in manufactories, for 
boiling water in large wooden vessels remote from 
the boiler in which the steam is raised, being con- 
ducted from it and to the vessels in cast-iron 
pipes. 

From these sources does steam derive its immense 
expansive power, and from this, combined with the 
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facility with which it is condensed, and its easy ap- 
plication to all situations where fuel is to be had, 
does it possess its advantages over every other sub- 
stance hitherto known as a ^^ prime-mover " of all 
kinds of machinery. 

The first mechanical movement on record by 
means of steam is ascribed to Hero, of Alexandria, 
and is sufficiently simple but is of no use esrcept as 
a plajrful and beautiful toy exhibiting the action 
without much of the power of steam ; there does not 
^pear to have been any modem improvement 
springing from this as a parent source, and for ages 
there was no advance beyond it. " The force'' of 
steam " coiUd no further go'' in that direction, and 
a new principle and mode of application had yet to 
be invented ere its powerful and beneficial effects 
could be fully developed. 

The invention consists of a vessel to raise steam 
suspended over a fire and having a tube with two 
legs bent in opposite directions, with apertures in 
each leg. This tube is suspended like an axle 
upon a solid and a hollow support, the hollow one 
communicating with the boiler, as shown in 

plate 1. 

The steam being raised in the vessel A, passes 
through the hollow support B, from which there is no 
outlet but through the two apertures CC ; issuing 
from them it strikes the surrounding atmosphere and 
produces by re-action a continual whirling motion 
in the legs and axle. 
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It is a singular fact that, in later times, Sir Isaac 
Newton hit upon a similar contrivance to demon- 
strate the expansive force of steam, or, as he ex- 
presses it, the elastic power of vapours, as we find 
by reference to a work called " An Explanation of 
" the Newtonian Philosophy," at page 199, and 
paragraph 790, which reads as follows : — 

" The quantity of elastic vapours produced by 
the action of fire will appear by the * JEolopile,^ 
which is a ball with a tube fixed in it, having a 
hole whose diameter is not quite the twentieth 
part of an inch. 

" Let this ball, partly filled with water, be laid 
upon a fire, the moment that the water is changed 
into vapour those vapours go through the hole ; 
but if the heat be so increased as to make the 
water boil violently, the vapours compressed in 
the upper part of the ball will, by their elasticity, 
endeavour to recede from each other every way, 
and violently rush out through the hole. We 
have a more sensible effect of the elasticity of va- 
pours, if the hole be made bigger and stopped, 
and then the ball be laid upon the fire till the 
water boils violently ; after this, if the ball be set 
upon little wheels, so as to move easily upon an 
horizontal plane, and the hole be opened, the va- 
pours will rush out violently one way, and the 
wheels and the ball at the same time will be car- 
ried the contrary way." 
Here we have a complete steam-carriage by 
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Newton on Hero's principles. The illustrious 
Newton, therefore, it appears, was the inventor of 
the steam-carriage ! 

The Steam-Engine being the most important 
application of aqueous vapour, it may be worth 
while to devote a little inquiry into the history of 
its origin and improvement. 

The first engine of which we read is the one 
above described, as the invention of Hero, and it is 
generally stated in histories of the steam-engine, 
that from the period of Hero's invention down to 
about the year 1563, no mention occurs in any 
work of steam as a " First Mover;'' but in opposi- 
tion to that opinion, it must be stated that we find 
in Malmsbury's History, under the date of 1002, 
the following paragraph. 

" In the church of Rheims are still extant, as 
proofs of the knowledge of Gerbert, a public 
professor in the schools, a clock constructed on 
mechanical principles, and an hydraulic organ in 
which the air escaping in a surprising manner by 
the force of heated water, fills the cavity of the 
** interior of the instrument, and the brazen pipes 
" emit modulated tones through the multifarious 
" apertures." 

This really appears to be the earliest " modern'' 
application of steam, and it is rather surprising that 
it should so long have been overlooked. In 1563, 
one Mathesias hinted at the possibility of construct- 
ing an apparatus similar in its operation and pro- 
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perties to those of the modem steam-engine. In 
1624, Solomon De Cans, a French engineer, de- 
scribed an engine acting by the elasticity of steam. 
But the first person who, in modem times, applied 
it in a ^^ practical though not in a ^^ pawerfuV 
manner, was Giovania Branca, who resided at 
Rome in the beginning of the seventeenth century. 

The work which contains a description of the 
machine here alluded to was published at Rome in 
1629, and intituled, " A new Volume of Machines^ 
^* illustrated with beautiful Figures^ with Latin and 
" Italian Descriptions.'' This work is exceedingly 
rare, and it is believed the only two copies in Eng- 
land are, one in the possession of Major Coleby, 
of the Ordnance-Office, and the other in that of 
Dr. Faraday, of the Royal Institution. The engine 
of Branca consists of a boiler, with a safety-valve 
to prevent accidents which might arise from ex- 
plosion ; a pipe, resembling the spout of a tea- 
kettle, conveys the steam, with some force, against 
a float- wheel, driving it round, and giving it a con- 
tinuous rotary motion, whilst a pinion, on the same 
arbor, by means of two wheels, is made to give 
motion to the pestles that belong to two mortars. 

Next we come to the pretensions of the Marquis 
of Worcester, who, of all those whose names are 
associated with the history of the steam-engine in 
its infant stages, is by far the most celebrated. The 
earliest description that we have of a machine for 
raising water by fire employed in raising steam from 
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water is £rom the Marquis, who, in the year 1663, 
published a small pamphlet, intituled, *^ A Century 
" of the Names and Scantlings of Inventions." 
This little work was addressed to the king and par- 
liament of that day, and published with a view to 
obtain encouragement from the public for the prose- 
cution of one hundred projects, which it details. 
The article No. 68 of this century is as follows : 
" An admirable and most forcible way to drive 
up water by fire, not by drawing or sucking it 
upwards, for that must be, as the philosophers 
call it, infra spharam activitatiSj which is but at 
** such a distance ; but this way hath no bounder, 
^ if the vessel be strong enough, for I have taken 
** a piece of a whole cannon, where the end was 
^ burst, and filled it three parts fall of water, stop- 
" ping and screwing up the broken end, as also 
" the touch-hole, and making a constant fire under 
it, within twenty-four hours it burst, and made 
a great crack ; so that having a way to make the 
" vessels strong enough, so that they are strength- 
ened by the force within them, and the one to 
fill aiter the other ; I h^ve seen water run like a 
constant foud^tin-stream forty feet high, one ves- 
" sel of water rarified by fire driveth up forty of 
" cold water, and the man that tends the work has 
" but to turn two cocks, that one vessel of water 
" being consumed another begins to force and re- 
fill with cold water, and so on successively, the 
fire being tended and kept constant, which the 
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" self-same person may likewise abundantly per- 
" form in the interim between the necessity of 
" turning the said cocks." 

This passage certainly contains a description of 
an engine for raising water by the repellant power 
of steam ; and from his expression of one vessel of 
water converted into steam forcing up forty vessels 
of water to the height of forty feet, it is very pro- 
bable that he had actually tried the experiment by 
a working model. 

This is considered by most as the origin of this 
powerful auxiliary to the labours of man, and 
which, aided as it has been by subsequent im- 
provements, has enabled England to support a 
proud pre-eminence both in arts and manufactures. 
The Marquis concluded his work with a promise 
to leave to posterity a book wherein, under each 
head, the means of putting his several inventions 
into execution, were to be described with the as- 
sistance of plates ; but as this work never appeared 
we can only judge of his abilities by the specimen 
he has left. He appears, says Dr. Rees, to have 
been a person of much knowledge and ingenuity ; 
but his obscure and enigmatical account of his in- 
ventions seems not so much intended to instruct the 
public as to raise wonder ; and his encomiums on 
their utility and importance are, to a great degree, 
extravagant, resembling more the puflF of an ad- 
vertising tradesman, than the patriotic communica- 
tions of a gentleman* 
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Previously to pursuing tlie history of the steam- 
engine it may be useful to point out its general 
principles. 

The force of the steam-engine is derived from 
the properly of water to expand itself in an amazing 
degree when heated above the temperature at which 
it becomes changed into vapour or steam. This 
vapour being an exceedingly elastic fluid, can be 
retained within the close vessel or boiler to 
which the heat is applied, even when it has an 
expansive force sufficient to make it fill, if left at 
liberty, twenty or thirty times the space in which it 
is confined ; in this state steam will exert a propor- 
tionate force or pressure to burst open the sides of 
the vessel in which it is retained. This force may 
either be applied to expel or raise water from any 
vessel into which the confined steam is admitted, 
or to give motion to a moveable piston, which is so 
accurately fitted to the interior capacity of such 
vessel as not to permit the escape of steam between 
them. 

Another source of the power of the steam-engine 
is the facility with which steam of a great expan- 
sive force can be cooled by the application of cold 
water, and condensed into the small quantity of 
water from which it was originally produced. 

A partial vacuum can thus be made in a very 

large vessel in an instant, and even in the same 

vessel which was a moment before filled with con- 

^^ed steam exerting a great force to escape. The 
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pressure of the atmosphere, which tends to fill up 
' this vacuum^ can be made to produce the ascent of 
water into a vessel to any height less than twenty- 
four or twenty-five feet, though sometimes, by at- 
tention, it has been raised to twenty-eight 

The pressure of the atmosphere may also h% 
made to give motion to a piston, by admitting the 
atmospheric air to press upon one side of it, whilst 
there is a vacuous space formed on the other by 
the condensation of the steam which had previously 
filled the cylinder, as in the Atmospheric Engine; 
or, by making t% steam by its expansive force 
move the piston, v pressing on one side, whilst 
the vacuum by condensation is formed on the oppo- 
site side, as in the " Condensing Engine.'' 

Notwithstanding the great variety of different 
constructions of the steam-engine, all of them ex- 
cept what are called high pressure derive their 
force from one of these three principles, or from 
combinations of them. But ^' High^ Pressure En- 
" gineSy^ from the difficulty of condensing steam of a 
very high temperature, act on a different principle. 
For example, the steam being admitted on one side 
of a piston in a close cylinder, when it has driven 
the piston as far as it can go in one direction, is 
allowed to escape into the air ; whilst, at the same 
time, the steam from the boiler is admitted on the 
opposite side of the piston. The steam so admitted, 
besides the work it has to do, has to drive the 
other steam out against the pressure of the atmo- 
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sphere ; so diat to work such steam to advantage 
it must be of a very high temperature indeed, as it 
always, '^ from the counterpoise of so great an 
opposition," loses the constant quantity of the 
atmospheric pressure, namely, 14 lbs. upon every 
square inch of the pistcm's surfince. 

All the foregoing combinations may be made to 
work either with high or low pressure steam on 
what is called the expansive principle, first intro- 
duced by Homblower, and patented by him in the 
year 1781 ; by cutting oflF the supply of steam from 
the boiler to the cylinder at any portion of the 
piston's stroke, thus leaving the steam to act only 
by its own expansive force ; and this principle, in 
conjunction with the above, forms another variety 
of applications. 

It will be observed in the preceding paragraph, 
that pressure and temperature are used as synony- 
mous terms ; and it must be added in explanation, 
that as the pressure under which steam is gene- 
rated is increased, so also is its temperature, but 
not in an equal proportion, as may be seen by the 
following table, the result of popular experiments. 
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Table of the Force of Steam and the Heat of U.— 
At the temperature of 212" of Fahrenheit's ther- 
mometer the force of steam from water is just 
equal to the pressure of the atmosphere, but by 
IncreasiDg the heat, effects will be obtained 
which are described in the following table : — 
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With reference to this table, furnished by Woolfe, 
it is generally stated in works on this subject, that 
by small additions to the temperature an expansive 
force may be given to steam, so as to be equal to 
400 times its natural bulk, or to any other extent, 
provided the vessels, &c. that contain it be strong 
in proportion. This observation would be just, 
but, unfortunately, the theory on which it is 
founded is incorrect; and although it has been 
deemed advisable to give the table as it stands, it 
must be accompanied with the statement that the 
last column has been found by experiments lately 
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made to be erroneous. The other columns of the 
table, the only really useful CMies, may be relied 
upon as being correct. 

A machinist of the name of Moreland, and dig- 
nified with a tide, appears to have given the 
subject of steam some consideration, but not to 
have been a successful improver; we shall therefore 
pass on to Papin, who appears to have made a 
most important improvement in the generation of 
steam, if it be true what is very generally asserted, 
namely, that he was the inventor of the safety- 
valve. This invention he applied to the softening 
of bones, by boiling them in a close boiler subject 
to a great pressure, by which contrivance he said 
he " extracted marrowy nourishing juices from 
bones and beef, even the oldest and hardest 
cow beef, and ot;ber meats, whose homy and 
shrivelled fibres baffled the skill of the most expe- 
rienced cooks to prepare for mastication with com- 
mon boilers, when done in his digester came forth 
succulent and pulpy :" in fact, so extraordinary was 
the eflfect of this '' High-Pressu7x Steam'' process, 
that the coarsest bones and most obdurate gristle 
glided gently into the stomach in the attractive 
shape of savoury soups and glutinous jellies. This 
process of Papin's is most extensively used at the 
present day in the various hospitals and public 
charities in France, as also in some of this king- 
dom. 

The digesting process being found to be attended 
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with danger, he in the account of his " Engine," 
as he calls it, printed in 1681, and when he re- 
sided in London, proposed to guard against the 
fatal effects which would follow from the bursting 
of the boiler, by adding a contrivance which is now 
known by the name of the safety-valve, consisting 
of an opening made in the cover or roof of the 
boiler, and closed by a valve acted on by a lever, 
on the end of which was suspended a weight. 
The safety valve as used at the present time is only 
a very slight improvement indeed upon that of 
Papin. 

He invented several ingenious machines; but 
never succeeded in producing an effective steam- 
engine, though he tried an immense number .of 
experiments for that purpose ; we must, therefore, 
turn our attention to Savery, who was cotemporary 
with Papin, and who may be considered as the 
first person who attempted to realize the scheme 
of the Marquis of Worcester with any success. 
He obtained a patent in the year 1698, " for a 
new invention for raising water and occasioning 
motion to all kinds of machinery by the impellant 
force of fire." About this period apprehensions 
were entertained that mines, otherwise of immense 
value, would have to be abandoned, unless more 
powerful and economical means were adopted of 
draining the water from them. Hence this was the 
most valuable purpose to which any new motive 
force could be applied. This object Captain Sa- 
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verj proposed to effect, and published a very can- 
did address to the public on the subject, wherein 
he speaks of his engines with all the earnestness of 
a man conscious of having made a most important 
discovery ; and in the most open manner invites an 
appeal to experiment, and an examination of the 
actual performance of his engines as a test of their 
merits. These engines Savery proposed to apply 
for raising water for palaces and gentlemen's seats, 
for draining fens and Mines, for supplying houses 
with water in general, and for pumping water from 
ships. He erected many of them in different parts 
of England . 

The power of this kind of engine was limited 
only by the strength of the pipes and vessels. For 
he says, " / will raise you water 500 or 1000 feet 
high could you find us a way to procure strength 
enough for such an immense weight as a column of 
water that height.'' The advantage derived from 
Savery's engine was counterbalanced in public opi- 
nion by the great risk of accident from an explosion 
of the boiler. 

The construction of the engine was as follows : — 
a pipe descended into the water of the mine, and 
terminated in a large receiver which might be com- 
pared to a square chest The upper orifice of the 
pipe was covered by a valve opening upwards. 
The receiver was connected with a boiler which 
was about half filled with water, and set in a furnace, 
as boilers for supplying steam are at present, so 
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that the heat of the water could be constantly kept 
up for the requisite supply of steam. 

The pipe that connected the boiler and the receiver 
contained a cock by which the communication be- 
tween these vessels could at any time be opened or 
suspended. At the commencement of the action a 
quantity of steam was let into the receiver, which 
it filled, driving out the air it contained through a 
valve properly situated for the purpose ; the steam 
cock was then closed, in consequence of which, as 
the receiver cooled, the steam which had entered 
was condensed, and the space it occupied became 
nearly a vacuum. By this means the pressure of 
the atmosphere was removed from that part of the 
water in the mine, which entered the pipe, rising 
from it to the receiver; and, therefore, as in the 
supply pipe of a common pump, the pressure on 
the rest of the surface forced the water up the pipe 
and caused it to fill the receiver. 

The equilibrium being thus restored, the valve 
of the pipe from the well was closed by its own 
weight ; the steam-cock was now opened, and the 
eflfect was to drive the water out of the receiver 
through the valve at which it had previously driven 
out the air. This valve was in a pipe which was 
placed perpendicularly over the receiver. Thus the 
receiver was again left filled with steam, and a 
quantity of water equal to its capacity was dis- 
charged from the mine. In continuing the opera- 
tion a cock was opened which let into the receiver 



29 

a qaantit]^ of irat^ in the form of a shower ; this 
produced a speedy ccmdensaticm of the steam : the 
water again rose and was again driven out as be- 
fore. 

Such was the attempt made by Saveiy to form a 
powerful engine by the use of steam. Its construc- 
tion was very simple, but it had several important 
defects. As the water was forced into the receiver 
by the pressure of the atmosphere, the distance be- 
tween the receiver and the surface of the water in 
the well was limited in consequence of the imper- 
fection of the vacuum firom 22 to 26 feet, and the 
discharging pipe could not be continued to any 
great length above the receiver, without requiring 
a proportionate density of steam to overcome the 
pressure of the column of water which pressed 
back upon the receiver. Thus if the column rose 
33 feet above the receiver, the steam required was 
equal to the resistance of two atmospheres. In- 
deed, the great elastic force of the steam demanded 
frequently burst the vessels. Another great defect 
also was the rapid destruction of steam by its com- 
ing in contact with the cold water in the receiver, 
the contents of which were slow in yielding to its 
pressure, and with the rapid destruction of steam 
was necessarily connected a heavy demand for fuel. 

About the beginning of the last century, New- 
comen, an ironmonger, and Cawley, a glazier, of 
Dartmouth, conceived the idea of improving Savery's 
engine ; but their exertions terminated in the adop- 
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tion of a new principle of memorable consequence 
in the history of this invention. In the engine by 
Savery the operation of the steam was two-fold, 
namely, by the direct pressure from its elasticity, 
and by the indirect consequence of its condensa- 
tion, which affords a vacuum. This last may be 
said to be the only principle employed by New- 
comen. 

In the engine by Newcomen a boiler for pro- 
ducing steam was used as in that by Savery ; Aere 
was also a steam-pipe which opened into the bottom 
of a hollow cylinder ; the entrance of the steam 
into the cylinder could at any time be cut off by a 
valve or cock used for the purpose ; to the cylinder 
which was open at the top was adapted a solid 
piston that slided up and down in it, and wa« 
rendered air-tight by a stuffing of hemp, with 
which it was surrounded. 

Suppose in one of these engines the piston to be 
at the top of the cylinder, a quantity of steam from 
the boiler is let in, and fills the space below it ; the 
air which the cylinder contained being driven out 
by the superior force of the steam through a valve 
adapted for the purpose. 

As soon as the cylinder is filled with steam, a jet 
of water from an elevated reservoir enters at llie 
bottom of the cylinder, and the steam is immediately 
condensed. As the pressure of the atmosphere oo 
the upper sides of the piston is about fifteen pounds 
on every square inch of its contents, the counter- 



31 

poise to this pressure afforded by the steam is no 
sooner removed by the condensation than the piston 
rapidly falls to the bottom of the cylinder. The 
steam-pipe being now re-opened the piston rises 
again, because the elasticity of the steam which 
impels it exceeds the atmospheric pressure ; but 
when the steam is again condensed, the piston falls 
a second time, and as rapidly as before. Having 
thus obtained a ** Reciprocating Motion," New- 
comen applied it to the working of a force pump, 
by the intervention of a great beam or lever sus- 
pended on gudgeons at the middle, and swinging 
like the beam of a balance ; and this part of his 
engine is in use to this time. A rod from the centre 
of the piston was attached to one end of this beam 
by a short chain, and to the other end by a similar 
piece of chain was connected the rod of the forcing 
pump ; every time, therefore, that the piston sank 
in the cylinder, the rod of the pump which extracted 
the water from the mine was drawn up, and as this 
end was purposely made heavier than the piston 
end, the piston rose when the steam was let under 
it, although this steam might have so little elasti- 
city as only just to counterpoise the weight of the 
ataiosphere. 

Whatever objections might be offered to the 
engine of Newcomen, still it was a great effort 
of mechanical genius, and he and his coadjutor 
Cawley must ever be considered as substantially 
the inventors of the steam-engine. They presented 
to the world a machine, the power of which is 
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unlimited ! For it is obvious that, by increasiiLj 
the size of the cylinder, the atmospheric pressur* 
of the piston may always be made to exceed th^ 
column of water which is to be raised. The alt^ 
rations which have been made in the construction 
of engines, although they have required mucb 
ingenuity, and have made prodigious accessions tc 
their convenience, can only be considered in the 
light of improvements. 

Numerous have been the improvers of the steam- 
engine, yet the name which deservedly ranks the 
highest in the public estimation, is that of Watt, 
a gentleman whose ingenuity was as boundless as 
the application of his improvement was important 

Mr. James Watt was a maker of mathematical 
instruments in Glasgow, and was employed by the 
university of that city, in the year 1763, to repair 
a working model of a steam-engine, which was 
used by the professor in his lectures to his pupils. 
During the experiments that he made with his en- 
gine, he observed the great loss of steam which was 
occasioned by its coming in contact with the cold 
surface of the cylinder. It was not however till 
two years afterwards that he brought forward the 
two most material of his improvements, which 
were, first, that of making the steam itself depress 
the piston instead of the pressure of the atmosphere, 
and, second, that of condensing the steam in a 
separate vessel. By the first he considerably aug- 
mented the power of the engine, because the force 
with which the piston descended in Newcomen's 
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l&ited to the weight of the atmosphere ; but 
ieeasing the elasticity of the steam which he 
lie could make it equal to twice the atmos- 
ti pressure, thus making an engine of the 
laize raise a column of water of twice the 
hi His second improvement effected a great 
If of heat, because by surrounding the cylin- 
lith a case, it was constantly kept at nearly 
ftme temperature as the steam, consequently 
awas no loss by condensation of the acting 

IT, 

% Watt added other appendages to the steam- 
le, which rendered it still more perfect, such 
a governor, parallel motion, &c. ; the use of 
kiiwill be mentioned in the following explana- 
)f the steam-engine now in general use. 
eites 11. & III. show a longitudinal section and 
dd plan of a low pressure condensing steam- 
le and boiler of eight horses' power, as con- 
ted by Messrs. Fenton and Murray, of Leeds, 
le principles of Bolton and Watt. 
is the steam-pipe which conducts the steam j 

rated in the boiler, B, to the slide-valve C, | 

h is kept close to the surface against which it 
9 by the pressure of the steam. 
is the steam-cylinder which is surrounded by 
le for the purpose above-mentioned, the cy- 
T is covered by a close lid through a stuf- 
box, in the centre of which the piston-rod 
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E, the piston, which by a stuffing of hemp is 
made to fit so exactly the interior of the cylinder, 
as to allow no steam to escape by its sides, e Is 
the piston-rod attached to the parallel motion, and 
the piston E which moves the beam F, and the 
other end of this beam by the connecting rod g 
gives motion to the heavy fly-wheel G by means 
of the crank h. H is an eccentric circle on the 
axle of the fly-wheel^ G, it gives motion to the 
slide-valve C in a manner easily understood by 
inspection. 

I, is the throttle-valve and lever connected with 
a governor for regulating the admission of steam 
into the cylinder. 

K, the cylinder of an air-pump for extracting the 
air and water, which condenses the steam from the 
condenser L. 

M, a small cistern filled with water ; into this 
cistern enters a pipe from the condenser L, the top 
of which pipe is covered by a valve, called the 
blow-valve ; previously to beginning the motion of 
the engine, the air which is contained in the steam- 
cylinder and passages from it is discharged through 
this valve. 

N, the eduction-pipe, which conducts the steam 
from the cylinder to the condenser L. 

O, the pump which supplies the cold water into 
the cistern S, in which the condenser and air-pump 
stand. 

P, a rod connected with the injection- cock for 
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admitting a jet of water into the condenser from 
the cistern, and which is continually flowing during 
the working of the engine. 

qq, Cast-iron columns, of which the engine has 
four ; they stand upon an iron plate, to which the 
principal parts of the engine are fixed. 

Before the engine is set to work, the cylinder D, 
the condenser L, and the passages between them, 
are filled with common air which it is necessary to 
extract To effect this, the valve C is moved on its 
face, and a communication is made between the 
steam-pipe A, the space below the piston in the 
cylinder D, the eduction-pipe N, and the con- 
denser L. The steam will now forcibly drive 
the air contained in the eduction-pipe and the con- 
denser, through the blow-valve in the cistern of 
water M. The steam admission-valve is then 
closed, and the steam which has thus expelled part 
of the air, is converted into water partly by the 
coldness of the condenser, but principally by a jet 
of cold water, which is suffered to play upon it 
through the injection-valve fropi the cistern S. 
This steam being condensed, all the space which it 
had occupied would be a vacuum, did not the air 
in the cylinder D expand itself and fill the space, 
which the original quantity of it had filled, but by 
a repetition of the means for extracting a part of 
the air, the whole is driven out at the blow-valve, 
and the cylinder remains filled with steam alone. 
Suppose then the whole of the cylinder, from the 
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underside of the piston downwards, to be filled 
with steam, and that the farther admission of steam 
to that side of the piston is cut off while a free 
communication between it and the condenser 
remains open, it is obvious there will soon be a 
vacuum in the cylinder, because the steam will be 
condensed by a jet of water playing into the con- 
denser. At this moment the steam is admitted 
upon the upper side of the piston, which is there- 
fore instantly pressed down to the bottom of the 
cylinder. 

As soon as the piston has arrived at the bottom 
of the cylinder, the steam is admitted to the under- 
side of it, and as the communication from the 
upper side of the piston to the condenser is 
opened, whilst a further admission of steam to that 
side is prevented, the steam that depressed the 
piston passes into the condenser, and the engine 
makes its stroke upwards. Thus the piston is 
made to continue its " reciprocating motion" 
in the cylinder, and the distance of its movement 
is called the length of its stroke. 
, To explain the force with which the piston is 
depressed, it must be observed that the pressure of 
the steam generally exceeds that of the atmosphere; 
but supposing it only the same, and making an 
allowance of one-third for friction, there is then an 
immense power at command. A piston of 24 inches 
diameter, or 452 inches area, will descend at the 
rate of 220 feet per minute, with a force of 4520 lbs., 



37 

or it would balance a column of water of this 
weight acting upon the other end of the beam. As 
this power is accumulated in the " Fly Wheel, ' 
it is not wonderful that it produces such astonishing 
effects. 

The air-pump, K, is connected to the condenser, 
L, by means of a pipe containing a valve, m, which 
opens towards the pumps. The bucket, 1, of the 
air-pump contains two valves, as does also its lid, 
n, which, like those of the bucket, open upwards. 
It is obvious that when the piston, E, of the cylin- 
der is depressed, the bucket, 1, of the air-pump 
will be depressed also, and its valves opened, whilst 
the valve m closes ; hence the condensed steam, and 
water, and any elastic fluid which has passed the 
valve m, will pass through the valves of the bucket 
1 ; on the ascent of this bucket the water and gas, 
which have thus got above its valves, will be dis- 
charged through the valves of the lid n. As the 
water contained in the cistern above the lid n is 
very hot, it is used to feed the boiler, and it is 
forced into it by a pump attached to the beam F, as 
represented at r. The extremity of the beam F, in 
moving up and down, describes the arc of a circle, 
but it is necessary that the piston-rod should rise 
and fall vertically. Newcomen effected this by 
making the end of the beam into the arc of a circle, 
whose diameter was equal to the length of the 
beam ; a chain went over this arc, and was fixed to 
the higher end of it ; this simple contrivance effec- 
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tually answered the purpose, because in his engii^ 
the eflFective stroke was only downwards, but heate, 
in a double-power engine, where the stroke is both 
upwards and downwards, a chain would yield in 
rising, and be altogether unsuitable. An apparatus 
is therefore used, called the " Parallel Mo- 
tion," which will be easily understood by inspec- 
tion. By this means the piston-rod not only rises 
and falls vertically, but is perfectly rigid in com- 
municating its motion to the beam. 

If the heat of the fire T under the boiler should 
be suddenly increased, the elasticity of the steam 
would also be suddenly increased, and would have 
a tendency to make the engine move with a greater 
velocity ; and if the fire should be neglected, a con- 
trary effect would take place. To counteract this, a 
contrivance is used, called a governor, or conical 
pendulum, consisting of an upright spindle, to 
which are appended two levers, and upon the lower 
ends of these levers are fixed two large balls. The 
action of this beautiful contrivance is this : — when 
the governor is made to revolve, the centrifugal 
force of its balls makes them recede from each 
other, and this motion is communicated, by means 
of levers, to the throttle-valve I, which admits the 
steam into the cylinder. Let us suppose that too 
much steam is admitted, and therefore that the 
engine is moving with too great a velocity, the 
velocity of the governor will also be increased, and 
this will make the balls expand, which causes the 
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throttle-valve to close the passages a little and 
diminish the supply of steam. Now if the engine 
be moving too slow, the balls will contract, and by 
opening the throttle -valve a larger quantity of steam 
would be admitted. The impelling power being 
thus increased and diminished, the engine is made 
to work with such regularity of motion as almost to 
rival the sun in precision and regularity. 

Plate III. fig. 2, is a longitudinal section of the 
boiler and house containing it. B is the boiler, of 
wrought-iron plates, rivetted together and strength- 
ened by strong wrought-iron stays inside ; the bot- 
tom plates should be about three-eighths of an inch 
thick, the sides a quarter of an inch, and the top 
three-sixteenths of an inch. C is the upright 
steam-pipe through which the steam to the engine 
is Supplied. D the safety-pipe, with a discharging 
pipe, to carry off the steam when it is at such a 
strength as to overcome the weight d on the 
" Safety Valver 

E is the feed-pipe for supplying the boiler with 
water, this pipe receiving its supply from the " Hot 
Wellj' by means of the " Hot-water Pump' already 
described. F is a cylindrical float inside the feed- 
pipe, suspended over the pulley 1, by the chain 2, 
passing on to the damper 3. This damper and 
float balancing each other, when the water in the 
boiler gets of too high a temperature, it causes the 
float to rise in the steam-pipe, which, lowering the 
damper, diminishes the draught of the chimney, 
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and, consequently, the heat of the fire and the 
strength of the steam. On the other hand, as the 
temperature diminishes, the float F descends and 
the damper rises, to increase the draft, and before 
it is open to its full extent it rings a small alarum ^ 
bell, 4, which gives notice to the engine-man that 
the fire is neglected. 

G is a stone float for regulating the quantity of 
water supplied to the boiler by the feed-pipe ; it is 
suspended from the lever H by a brass wire, and ^ 
balanced on the surface of the water by the weight 
i, the standard K forming the fulcrum of the lever. 

1, Is a conical plug, ground so as to fit water-tight 
into a hole in the bottom of the feed-pipe, and sus- 
pended from the lever h. It is here represented as 
closed ; but suppose the surface of the water 
lowered, the float following the surface draws down 
the end of the lever and opens the valve ; the water 
then rushes down the feed-pipe into the boiler, 
which, raising the surface and along with it the 
float, the valve is again closed, and thus any ma- 
terial variation in the quantity of water in the boiler 
is prevented. 

M is the man-hole, for enabling the engine-tender 
to get inside and clean the boiler. 5 is a valve 
opening inwards for preventing accidents in case 
the steam should be suddenly condensed in the 
boiler, as it would in that case open and let in the 
atmospheric air. 

6, Is a mercurial steam-gauge for ascertaining 



41 



fore 



'hen tbe steam is at the proper temperature for 
starting the engine. There is a similar one also 
generally fixed to the casing of the steam-cylinder. 
In plate 2 are two cocks showa at 7 and 8, for 
enabling the attendant to ascertain the state of the 
water in the boiler, which is done in a manner 
easily understood on inspection, and will not there- 
fore require any further explanation here. 

In plate 111. X is tbe ash-pit, the side walls of 

ich support the boiler, and are formed as high 
as the underside of the grate-bars, Y, of common 
brick, as is also the bridge Z, except that part of 
it immediately exposed to the action of the fire, 
which, together with the rest of the seating up to 
the underside of the boiler, is formed of fire-bricks. 
The flues S and the chimney U, on the plan, fig. 1, 
are built of common bricks. 

For every fire consuming one bushel of coals per 
ly the chimney should be 30 feet high, and one 

it higher for every additional bushel consumed, 
luring from the body of the fire, T is the fire- 
lace and door, and V a small door for clearing the 



* To return now to the engine : in all machines 
5 moving power and the resistance are subject to 
fluctuations of intensity ; it becomes, therefore, an 
object of great moment to have in most compound 
machines some means of accumulating the excess 
of the motive power, and of expending that excess 
■when the motive power operates too feebly. Tins 
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equalization of motion is usually, in the steam- 
engine, obtained by what is called a fly, which is 
generally made in the form of a wheel. A fly acts 
upon the principle that a body being put in motion 
with a certain velocity, at a certain expense of 
power, will continue to move until its motion is 
stopped by a resistance equal to its momentum, or 
sum of the power and the velocity which first 
caused its motion. A fly is indispensable in the 
steam-engine, because the power transmitted by 
the crank is extremely variable throughout the dif- 
ferent periods of the stroke. At first beginning 
the crank being in a line with the connecting-rod, 
the force of the piston has no action at all to turn 
the crank ; but as the crank begins to make a sen- 
sible angle with the connecting-rod, the force of 
the piston begins to operate upon the crank to turn 
it round, and this with a force increasing with the 
angle at which the connecting-rod acts upon the 
crank until they are at right angles to each other, 
and then the whole force of the piston operates to 
drive round the crank. 

The force of the engine is collected in the fly, 
and on account of its great weight a small variation 
in force does not sensibly alter its motion, whilst its 
friction and the resistance it has to overcome, pre- 
vent it from accelerating. If the motive-power tend 
to move the machine too fast, it keeps it back ; and 
if the power weaken, it impels the machine for- 
wards. This accumulating power of the fly in- 
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duces many to suppose that it really adds power or 
mechanical force to an engine, not considering that 
if it communicated a power which it did not re- 
ceive, it must, contrary to the nature of matter, 
possess a principle of motion within itself. The 
friction or resistance which the air opposes to any 
body in motion, and the firiction of the pivots which 
support the axis of a fly-wheel, are considerable 
deductions from the power communicated to it, so 
that instead of a fly-wheel gaining power, it requires 
a constant exertion of power to keep it in motion, 
even when no other resistance is applied to prevent 
it. The apparent creation of power by a fly con- 
sists in its accumulating into one moment the ex- 
ertions of many. 

It is in the property which the steam-engine pos- 
sesses of regulating itself, and providing for all its 
wants, that the great beauty of the invention .con- 
sists. It has been said that nothing made by the 
hand of man approaches so near to animal life. 
Heat is the principle of its movement ; there is in 
its tubes circulation, like that of the blood in the 
veins of animals, having valves which open and 
shut in proper periods; it feeds itself, evacuates 
such portions of its food as are useless, and draws 
from its own labours all that is necessary to its own 
subsistence. To this may be added, that they now 
regulate so as not to exceed the assigned speed, 
and thus do animals in a state of nature. That the 
safety-valves, like the pores of perspiration, open to 
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permit the escape of superfluous heat in the form of 
steam. The steam-guage, as a pulse to the boiler, 
indicates the heat and pressure of the steam within, 
and the motion of the piston represents the action 
and the power of which it is capable. The motion 
of the fluids in the boiler represents the expandii^ 
and collapsing of the heart ; the fluid that goes to it 
by one channel is drawn off* by another, in part to 
be returned when condensed by the cold, similar to 
the operation of veins and arteries. Animals re- 
quire long and frequent periods of relaxation from 
fatigue, and any great accumulation of their power 
is not obtained without great expense and inconve- 
nience. The wind is uncertain ; and water, the 
constancy of which is in few places equal to the 
wants of the machinist, can seldom be obtained on 
the spot, where other circumstances require ma- 
chines to be erected. To relieve us from all these 
difficulties, the last century has given us the steam- 
engine for a resource, the power of which may be 
increased to infinitude : it requires but little room — 
it may be erected in all places, and its mighty 
services are always at our command, whether in 
winter or in summer, by day or by night — it knows 
no intermission but what our wishes dictate. 

The steam-engine, then, we may justly look upon 
as the noblest machine ever invented by man — the 
pride of the machinist, the admiration of the philo- 
sopher. 

The " High-pressure-Engine," from its be- 



45 

ing a decidedly different application of steam, as a 
motive-power, to any hitherto mentioned, and being 
also a later invention, will very properly find a 
place here. 

It consisted, at first, of an open-topped cylinder 
with a piston ; the cylinder was fixed inside the 
steam-boiler, and was provided with a two-way 
cock wrought by a crank to let off and on the steam. 
It was worked, at its upward stroke, by the action 
of high-pressure steam, the safety-valve having a 
weight equal to about 20 lbs. over the atmosphere 
per square inch. The downward stroke was pro- 
duced by the pressure of the atmosphere, the steam 
which had previously raised the piston blowing to 
waste. To equalize the motion a fly-wheel was 
used, and as the cylinder was open at the top, the 
piston-rod had plenty of room to work, and was at 
once attached to the fly-wheel, and thus produced a 
continuous rotary motion without the intervention 
of either beam or parallel motion. 

An engine of this sort is represented in plates IV. 
and V. ; plate IV. being an elevation, and plate V. a 
section of the same. This engine is reckoned equal 
to two horses' power, but it will do a great deal 
more duty, and four bushels of coals will work it 
for twenty-four hours when properly attended to. 
As the water in the boiler will last for five hours 
constant work, it is seldom that they have a sup- 
ply-pump worked by the engine, though it is quite 
clear that one might be added with advantage. 
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A is the steam-boiler, B the working cylinder, 
C the piston which drives round the fly-wheel G by 
means of the piston-rod H. D is the standard for 
the fly-wheel shaft, E a two-way cock worked by a 
rod and the two cranks g g. E is the safety-valve. 
A balance should be fixed on the fly-wheel to assist 
the engine on the downward stroke. 

This description of engine is much used for 
draining fens and irrigating land ; they are made 
from two to four horses' power, and having few 
parts, are not liable to get out of order, and require 
little attention. 

The addition of a cylinder lid to the above en- 
gine, and a four instead of a two-way cock, made 
it act entirely by steam ; and it was considered 
that if the saving of the cylinder from cooling, by 
its having a close top, did not entirely compensate 
for the additional steam required to work the en- 
gine in this way, yet the impulses were more equal, 
and it enabled the proprietor to work at a much 
higher temperature, and consequently to have a 
much greater power in the same space. 

In this way it was employed in the propelling of 
carriages on rail-roads. Its successful application 
to this purpose was effected by Mr. Richard Tre- 
veithic, in the year 1804, in a carriage running on 
the Myrthyr Tydvil railway, which answered com- 
pletely. 

It was speedily adopted on almost all moderately 
level rail-roads in the coal districts, first in South 
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Wales and in the neighbourhood of Newcastle 
upon-Tyne, and in various other parts of this king- 
dom. It was also partially used in America. 

In plate VI. is given a representation of this ma- 
chine. Fig. 1 is a side elevation, and fig. 2 repre- 
sents the end. 

A is the steam-boiler, with fire-place and flues 
inside, at one end of the same is also inserted the 
working cylinder B. The cross bar C, which is 
worked by the piston-rod n, gives motion to the 
two connecting rods D, which work the carriage 
wheels O. E is the steam-valve ; F the pipe for 
the escape of the waste steam up the chimney ; G 
the safety-valve ; H the chimney ; I the guide rods 
for the cross bar, and for preserving a vertical mo- 
tion in the piston-rod. K is the fire-door of the 
boiler. Upon the cross bar C there is a small pro- 
jection at q, which strikes upon two similar projec- 
tions p p of the valve rod, as the cross bar rises or 
falls, and by that means opens or shuts the valve or 
cock E to let off or on the steam which gives mo- 
tion to the piston. 

The crank, as represented at L, is found the most 
simple and efficacious mode of communicating mo- 
tion to the wheels of the carriage, which it does in 
a manner easily understood. It is clear, if a rotary 
motion is given to the wheels O, that, unless the 
plane on which it stands was as slippery as glass or 
ice, the machine must move along such plane until 
impeded by an obstacle equal to the power of the 
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engine and the acquired momentum ; this motion 
of the carriage enables the crank to pass the cen- 
tres without the assistance of a fly-wheel. When 
the rails are moderately level this arrangement 
answers, but when they are at an inclination two 
cylinders are employed instead of one, and the 
piston rods and cranks are made to work at right 
angles to each other, so that when one is at the ex- 
tremity of its stroke, the other is but half .way up or 
down and at full work, by which means the centres 
are passed without any variation in the motion of 
the carriage. This enables them to have a toothed 
wheel bolted to one of the wheels of the carriage, 
which works in a corresponding rack laid on the 
side of the railway, by means of which almost any 
acclivity may be ascended. 

Notwithstanding modern improvements in the 
construction of the engines and boilers of this spe- 
cies of machinery, there is no alteration in the prin- 
ciple ; and there are at the present time in use en- 
gines on almost the oldest construction which do 
their work amazingly well. I would mention par- 
ticularly those of Mr. Blenkinsop, the patentee of 
the last-mentioned invention of double cylinders, 
toothed wheels, and rack rails, manufactured by 
Messrs. Fenton and Murray, for conveying coals on 
the railway from Hunslet to Leeds, where may be 
seen those strange-looking " Steam Elephants'' tra- 
velling at a rapid rate, and each dragging ten or a 
dozen heavily laden coal-waggons in its train. 
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The application of steam to the propelling and 
accelerating the speed of vessels on the water, oc- 
cupied the thoughts of some of our earliest engi- 
neers, and the first patent for that purpose was 
granted to Mr. Jonathan Hulls in the year 1773. 
But it was attempted to be effected through the 
intervention smd by means of an engine, at that 
time of very imperfect construction, and was there- 
fore soon laid aside. When, however, Watt had 
effected his improvements, it became more manage- 
able for this and every other mechanical purpose y 
and its application to the propelling of ships and 
boats has ultimately been crowned with complete 
success. 

The adoption of this new mode of conveyance 
on water was, however, very partially resorted to 
for some time after it was first introduced. 

Steam-engines were first erected in small vessels, 
and used as tow-boats long before the present mode 
of having the engines fixed on board the vessels 
intended for the conveyance of goods and passen- 
gers was adopted. In this way, as early as the 
year 1803, the Charlotte Dundass, steam tow-boat, 
constructed by the late Wm. Symington, plied on 
the Forth and Clyde Canal, and afforded satisfac- 
tory proofs of her capability, by dragging two laden 
vessels, of 70 tons burthen each, 19^ miles in 6 
hours, against so strong a head-wind, that no other 
vessel could proceed that day in the same track. 

Fulton, an American, who witnessed those 
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experiments, as also a great many more by our 
countrymen, his cotemporaries, not succeeding 
in this country nor in France, settled in the United 
States of America. Improving upon the experi- 
ments of his predecessors, he was the first to make a 
complete steam-ship ; and having procured power- 
ful steam-engines from England, he so far sur- 
mounted all difficulties, that the application of 
steam for this purpose has ever since continued and 
rapidly augmented. 

Plates VII. and VIII. exhibit a plan, elevation, 
and section of one of the most improved steam- 
vessels of the present day for light draught. The 
engines, by Messrs. Maudslay & Field, are on the 
low pressure and condensing principle. The cylin- 
ders A, instead of being fixed, are hung on moveable 
hollow axes B : one axis of each cylinder admits 
the steam, whilst the other serves for the eduction 
channel of the waste or exhausted steam to the 
condenser and air-pump C. By this contrivance, 
the parallel motion, beams, &c. are dispensed with ; 
the piston-rod p itself being immediately coupled 
to the shaft I of the paddle-wheel H, which is 
cranked for the purpose, as may be seen by refe- 
rence to the plates, and by the reciprocating motion 
of the piston it impels it round. The cylinders, by 
giving way, vibrating as they do on their centrei^ 
permit the piston-rod to go out of a vertical direc- 
tion, and at the same time work through an air- 
tight stuffing-box. The beams, connecting-rods, 
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side-rods, and cross-bars, usual in other engines, 
are thus dispensed with, besides duplicates, in 
case of accident at sea, of these heavy appendages. 
The tonnage of the vessel is, therefore, materially 
increased, and an immense saving of room effected. 

These vessels are thus impelled by the force of 
steam at a rate varying from 7 to 12 miles an hour, 
and are found to be more safe than sailing-vessels 
even in a storm, independent of the immense ad- 
vantage possessed by them of travelling against 
both wind and tide. 

In the steam-ship, then, we see realized what 
was considered as one of the boldest poetical fic- 
tions, in one of the best and oldest poems extant ; 
I mean the description of the Phceacian ships of 
old, of King Alcinous, in Homer's Odyssey, which 

runs thus : — 

« « • 

** So shalt thou instant reach the realm assigned. 

In wond*rous ships, self mov'd, instinct with mind ; 

****** 

Though clouds and darkness veil the encumbered sky, 
Fearless, through darkness and through clouds they fly, 
Tho' tempests rage — tho' rolls the swelling main. 
The seas may roll, the tempests swell in vain ; 
Ev'n the stern god* that o'er the waves presides, 
Safe as they pass, and safe repass the tides, 
With fury burns ; while careless they convey 
Promiscuous ev'ry guest to ev*ry bay." 

Vide Pope's Translation of the Odyssey, 
hook viii. p. 175. 

* Neptune. 

p: 2 
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The engines we have hitherto considered all 
derive their motion from the action of steam in a 
cylinder, upon a piston producing a rectilinear 
motion, which, before it can be used for driving 
round machinery, &c. must be converted into a 
rotary motion, and which is effected in several 
different ways already described. 

This appearing to many a roundabout way, they 
tried to invent a machine where the steam should 
produce at once a rotary motion, and this is found 
more difficult than is apparent at first sight ; for 
steam is found to have little or no power by impul- 
sion, but only by expansion ; it requires, therefore, 
something steady against which t6 exert its force 
(as the lever requires a fulcrum) before it can give 
motion to a piston, or, as it would be termed in a 
rotary engine, a vane. 

To contrive something answering to the cylinder 
bottom of the reciprocating engine, is what is most 
wanted in the rotary engine. At Plate IX. is repre- 
sented one of the best of them at present in use, 
the invention of Mr. Job Ryder, but we must 
observe that all rotary engines have, in practice, 
been found to be inferior to the reciprocating en- 
gine. It is, however, considered a desideratum in 
mechanics, to produce a steam-engine which shall, 
without the intervention of pistons and beams, and 
the cumber of cylinders, produce a complete rotary 
motion ; and this is thought especially necessary to 
effectuate locomotion by steam on the common 
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roads, and so do away with the necessity of rail- 
ways. It must be added, it is the opinion of many 
enlightened engineers of the present day that this 
desirable object can and will shortly be effected. 

Fig. 1 is a side elevation of the above engine ; 
fig. 2 a vertical section, and fig. 3 a horizontal 
section or plan. A is the fly-wheel or engine 
shaft ; B the steam-pipe ; C the eduction-pipe ; D 
a hollow cylinder for the purpose of increasing the 
diameter of the shaft; E a packing-box, with brass 
packings; F an eccentric circle, in which the 
moveable vanes G revolve ; H an air-tight cylinder 
of cast-iron enclosing the whole ; I air and steam- 
tight stufiing-boxes. On the sides K are brass 
packing-plates, which are kept tight against the 
edges of the vanes by means of springs, to prevent 
the escape of steam. 

Consider A as the fly-wheel shaft of a common 
reciprocating engine, and one of the vanes G as 
the crank ; the steam in this instance acting imme- 
diately upon it instead of by means of the piston, 
beam, and connecting-rod. The steam passes from 
the boiler into the branch B, and fills the whole of 
the space from d to G, every part being immova- 
bly fixed, except the crank or vane and shaft, which 
are kept stationary, only by their inertness and the 
weight to be driven ; being, therefore, the weakest 
part, the steam drives them round, and passes on to 
the condenser through the eduction-branch C ; or 
into the atmosphere when high-pressure steam is 
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used. Each vane is connected to its opposite by 
pins going throygh the shaft, and is made to slide 
during its rotary motion by means of the eccentric 
circle F, so as to pass the brass packing and box E, 
which is the fulcrum against which the steam, exerts 
its power, and constantly exerts it, producing by 
its reaction on the vanes a continuous and steady 
rotary motion in the fly-wheel shaft. 

The steam at present under investigation is con- 
sidered, as before stated, to be the vapour, arising 
from water when subjected to the action of fire ; 
but as other liquids throw off vapour under similar 
circumstances, and as this vapour has been applied 
to purposes, some of them similar to those already 
described, for steam, it becomes necessary to notice 
them. 

The vapour of ether and alcohol being produced 
at a much lower temperature than that of water, it 
was thought it might be used for giving motion to 
a steam engine, instead of common steam, which 
would have produced a saving of fuel ; but the 
necessity of condensing by injection was a stum- 
bling-block in the way, which could never be 
surmounted ; for by exposing as thin a surface of 
steam as possible in a condenser immersed in water, 
and cooled only by contact, they could never kill 
or condense the steam which was expended, with 
sufficient quickness. It is not pretended that they 
could not produce a mechanical movement by these 
means, but only that they could not produce a more 
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cheap and powerful one than by common steam. 
To use such vapour at a high pressure, and so avoid 
the necessity of condensing, was, from the volatile 
and inflammable nature of the liquid from which it 
was raised, impossible, and to sufier the condensing 
water to mix with the alcohol, would be absurd and 
ruinous; in short, they must either condense by 
contact, and so use the condensed liquor over 
again, or the project is worth nothing, and this no 
one has ever yet found it possible advantageously 
to effiect. 

It would be improper in a work of this sort to 
pass over the labours of Woolfe, who, however pa- 
rodoxical it may appear, though erroneous in theory^ 
as a practical engineer, has been surpassed by few. 
For the mechanical application of the principle 
contained in the table inserted at page 24, he pro- 
cured a patent, and it will be seen by reference to 
that table, that he imagined that steam, prepon- 
derating over the safety-valve, expanded itself, for 
every pound additional pressure once its volume, 
and still continued in its elasticity equal to the 
weight of the atmosphere. By increasing thef weight 
to a considerable extent, he contended that an im- 
mense power was gained and a great saving of fuel 
effected. In applying this practically, Woolfe, 
improving only in a very slight degree upon Horn- 
blower's invention, proposed to use high-pressure 
steam in a cylinder of small diameter, whilst, in- 
stead of letting tlie steam escape into the open air 
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when it had driven the piston one stroke, it was 

conducted into a cylinder of larger diameter, the 

piston of which worked in conjunction with the 

piston of the high-pressure cylinder, being both 

connected to one beam, on which they simultaneously 

acted. In the second cylinder the steam, acting by 

its expansive power, became so attenuated, and so 

much lowered in temperature, as to be easily con- 

densed, which, being eflfected, the steam from the 

first to the second cylinder might be said to expand 

into vacuo — minus the friction, the weight driven, 

and the imperfection of the steam vacuum, thus 

improving the high-pressure engine, considering the 

first cylinder as such, and gaining from the same 

steam the addition of a low-pressure engine. This 

arrangement appears beautiful in theory^ but there 

are considerable drawbacks in practice^ and it is 

now seriously questioned whether any saving worth 

the original outlay is effected by this mode of going 

to work. 

There are a great many engines of this sort at 
present in use, and we can instance a splendid 
specimen at the lead works of Messrs. Maltby & 
Co. near Waterloo-Bridge. 

Latterly the improvement has been applied in a 
different way ; he has high steam as before describ- 
ed, but instead of two cylinders has only one ; the 
steam supplying the cylinder is effectually cut off 
from its communication of supply from the boiler, 
when the piston has performed a very small portion 
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of its stock, say one-third or one-fourth, or in pro- 
portion to the strength of the steam, and expands 
till, by the time it has driven the piston to the top, 
it has attained the tenuity of low-pressure steam 
when it is condensed : thus uniting the advantag'es 
of the low-pressure and high-pressure engines 
(and it must be stated the disadvantages too,) and 

^■avoiding the expense and inconvenience of two cy- 

Httoders and double tackle. 

^P In an essay on the nature and application of 
steam, the steam-engine naturally takes the lead ; 
its immense power and c^reat importance as a first 
MOVER, after it was once introduced, kept it con- 
tinually before the public, and other applications 
sprang from it without much exertion on the part 

Bj^ the machinist or study of the philosopher. 

^K The heat emanating from the boiler and pipes of 
the steam-engine would suggest the idea of era- 
ploying it as a means for heating rooms, and we 
soon find it introduced in manufactories for warming 
them, affording at once heat, with safety from fire, 
and regularity of temperature at a considerably less 
expense than fuel for common coal-fires. Thus was 
another important use for steam discovered ; others 
followed ; but whatever variety there may appear 
in the different applications of steam on a superfi- 
cial view, they may nearly all, upon due examina- 
, be classed under two different heads — namely, 
t'MOTivE fobck" or "power," and " wahm- 
"" or " HEATING," different substances to which 
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steam is applied, as a convenient vehicle for con- 
ducting and imparting to them the required tempe- 
rature. 

The former principle we have examined, and it 
now remains to explain the practical application of 
the latter. We have seen that, gradually and step 
by step, the steam-engine slowly arrived at its pre- 
sent improved state ; but the other, requiring little 
invention, sprang, as it were, like the fabled Mi- 
nerva, into perfect existence at once. The steam- 
engine, indeed, may be likened to the stem of a 
huge English oak, of which the other applications 
of steam are but the leaves and branches. 

In other appliances of steam there was not such 
a range for variety, and its employment for other 
purposes, though not so important nor so early dis- 
covered, are more obvious ; besides many of the 
mechanical contrivances used in the steam-engine 
were available and applicable here. 

Before entering into an examination of any par- 
ticular mode of heating by steam, it will be well to 
sketch a general view of the whole subject. 

Steam, then, is used for warming rooms, manu- 
factories, and public institutions, of an ordinary 
temperature ; hot-houses, forcing-houses, and 
woollen, cloth, cotton, and other drying houses, of 
a very high temperature. 

From the facility afforded of varying the heat of 
steam by increasing or diminishing the weight 
upon the safety-valve, it is now generally used in 
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chemical operations, which require an ej^act and 
certain degree of heat steadily exerted, and has 
almost superseded the use of the sand-bath, so 
frequently mentioned in works on chemistry. 

It is used for the boiling of salt, several patents 
having been taken out for peculiar modes of apply- 
ing it ; and immense salt-works are erected, both 
here, in England, and on the continent, carried on 
entirely by steam. 

In the manufacturing or refining of sugar it is 
also extensively employed, and patents are taken 
out for diflferent modes of using it. 

It is also in request for steaming wood, previous 
to its being used by coach and cabinet-makers, 
ship-builders, &c. in order to soften its fibres and 
facilitate the bending of it to the required form. 

Patents have been taken out for washing by steam, 
but as " the women fowk canna befasKt we'it^'' the in- 
genious and well-meaning inventors are, we believe, 
seldom applied to for licenses, and certainly have 
no ground of complaint for infringement of patent 
right. 

in agriculture it is used chiefly for boiling on a 
large scale for cattle, potatoes, turnips, &c. and the 
same for domestic purposes on a small scale, as 
also for warming baths and cooking. 

It is also used for destroying those noxious vermin 
called bugs, and for hatching chickens ; destroying 
life by its intense heat in the one instance, and pro- 
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ducing it in the other by its gentle and continued 
warmth. 

In the application of steam to the purposes of 
locomotion, numerous experiments have been 
instituted, for the purpose of altogether avoiding 
the necessity of carrying engines, boilers, and other 
heavy tackle, which in the ordinary modes of 
operation are indispensable. Two methods of effect- 
ing this purpose have been proposed, but to both the 
objections in practice have been found insuperable. 

One is by having fixed engines at convenient 
distances, working continuous endless chains, or 
ropes, over pulleys, to turn the angles of the road 
through the whole distance to be travelled, and to 
which chains the carriages or vehicles to be moved 
could be attached. The innumerable windings and 
turnings of the common roads, as they are now 
constructed, present great obstacles to this plan 
being ever brought into successful operation upon 
them ; whilst on all moderately-level railways it has 
been found, practically, much better to make the 
engines themselves locomotive. In forming new 
railways, however, it might so happen that it would 
be inconvenient or impossible to get in every part 
that necessary approximation to a level, which has 
hitherto been considered indispensable for rail-roads j 
in that case, this plan might be made available, in 
part, by having fixed engines, for the purpose of 
drawing the carriages up the incline; whilst in 
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returning it would be an advantage, as the 
engines would descend the incline by their own 
gravitation. 

The other method is by concentrating, by means 
of fixed engines, as much power in a number of 
springs as would move any carriage to which they 
might be applied, similar to the winding-up of a 
watch ; or, which is the same thing in principle, 
condensing, in a close vessel, some permanently- 
elastic fluid, such as the common air, to be let out 
into a cylinder, provided with a piston, &c. upon 
which it would act as a substitute for steam for 
gaining the required power. 

It is plain, supposing there was no practical 
difficulty, that there would be a great gain in point 
of convenience and power by this mode of opera- 
tion; for, notwithstanding that there is a double 
loss by friction, it is amply compensated by the 
advantage gained in being able to travel without 
the incumbrance of boilers, fire-place, fuel, and 
machinery. 

But the difficulty consists, in the first place, that 
by condensing the air, you produce a great heat 
from its giving out, when compressed, its latent 
caloric ; whilst, in the next place, when suffered to 
expand so as to operate upon a piston, or other 
machinery for communicating motion, it superin- 
duces a great degree of cold from its absorbing 
heat, from the adjacent objects, and the surround- 
ing atmosphere. 
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To get over the first difficulty, it has been pro. 
posed to surround the condensing cylinder with cold 
water; and the second, by applying the heat of 
fire or steam to the apparatus used for communica- 
ting motion. But the apparatus for this latter pur- 
pose, the only one we need care about, since the 
other remains with the stationary steam-engines, 
required to fill the operating cylinders with con- 
densed air, would be so cumbersome as almost to 
defeat the intended effect, for the cold produced is 
so intense that the machine would, unless a great 
heat was employed, be clogged up by a deposit 
of ice and snow from the surrounding atmosphere, 
which is robbed of its natural quantity of caloric 
to supply the deficiency in the acting medium. A 
great number of experiments have been made by 
different individuals for the purpose of surmounting 
these difficulties? but hitherto without success. 

Steam has been extensively and successfully em- 
ployed for extinguishing that element from whence 
it derives its power, namely, fire. But although 
it is stated by some that, when supplied in large 
quantities, where there is no current of air, it 
is of itself sufficient to extinguish conflagration, 
yet the most common mode is by applying its 
mechanical power to the working of a force- water- 
pump. This may be done to great advantage in 
any place where there is already a powerful engine 
in use for driving machinery, as an air-vessel can 
be fixed in a tower, in a central situation in the 
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yajrd, and connected by pipes with the pump of the 
engine. A play-pipe should be fixed on the top of 
the tower, connected to the air-vessel with an 
universal joint, which would command all adjacent 
buildings. This is done in the flax manufactory of 
Messrs. Marshall & Co. of Leeds, and at many 
other places in that neighbourhood ; and we have 
been informed by persons who have seen it tried, 
that its action is so effective as to make the ejected 
stream of water break the glass of the windows. 

It is a desideratum to apply this active and 
powerful agent to the common fire-engines, and 
this has been successfully attempted by Messrs. 
Braithwaite and Ericson. 

The machine is almost as small and compact, and 
when properly made, nearly as manageable as the 
common fire-engine, with this advantage, that as 
soon as the steam is up it never flags or tires. It 
consists of a boiler, fixed on wheels, with springs 
similar to a steam- carriage, and a working cylinder 
and piston, which by a crank of one or more throws 
works the required number of pumps. An air- 
vessel is necessary to keep up an equable stream of 
water from the play-pipe : hose, buckets, &c. are 
wanted as in the common engine. 

To protect the immense warehouses and other 
property on the banks of the Thames in and about 
London, a fire-engine on the common construction 
is fixed in a wherry, to be rowed where wanted, 
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and worked by band, tbus constituting a floatiiig 
fire-engine. 

An improvement migbt be made upon this by 
having a steam-vessel similar to the one represented 
at plates XV. and XVI. but smaller, with a proper 
fire-engine apparatus fixed on board, and with suf- 
ficient power in the steam-engine to work both the 
pumps and the vessel. They would thus be 
enabled to reach any part where wanted in much 
less time than at present ; and from the immense 
power at which the pumps might be made to work, 
they would have an overwhelming stream of water 
at their command. This would tend greatly to 
the security of property so situated. 

These, then, are the chief purposes to which 
steam is commonly known to be applied in this 
country ; but, as a thousand different ideas daily sug- 
gest themselves to ingenious minds engaged in these 
pursuits, they are by no means all, and, indeed, as 
the steam-power may be applied to propel any kind 
of machinery, so also may steam, from which it 
derives its force, be applied to heat any substance. 

We will begin a more particular and practical 
investigation, and recapitulation, of this subject, by 
describing how a drying-house of the most im- 
proved construction is heated by steam. A boiler 
B, plate X. and XL is provided of a size propor- 
tioned to the house intended to be heated, and 
fixed upon its seat immediately adjoining it, or 
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under the same roof. The steam is conveyed from 
thence in pipes, P, round the house. The steam, 
as it increases in distance from the place of its 
generation, gradually condenses and assumes its 
original form of water, and is in this state con- 
veyed back into tlie boiler to be again converted 
into steam. 

To prevent the escape of the steam, and at the 
same time not impede the progress of the hot 
water in its way back into the boiler, recourse is 
had to a syphon, S, which forms at once a recep- 
tacle for the water, a trap to the steam, and an 
additional safety-valve to the boiler and pipes. 

The legs of the syphon should be of a length 
proportioned to the temperature the house is in- 
tended to be kept at, in such a way, that when 
the leg P, adjoining the pipes, is nearly filled with 
steam, it would, having at that point its maximum 
of pressure, make the house of the required tem- 
perature, a corresponding weight being put in the 
safety-valve V of the boiler. To do this is easy, 
great nicety not being required. 

We know that a column of water 33 feet high 
and one inch square, weighs about 14 lbs. ; if you 
wish then for a temperature, corresponding with 
this pressure, you must have a syphon 33 feet 
long, and your safety-valve weighted a trifle more ; 
if only half the temperature is required, your 
syphon need only be half the length, the weight 
on the safety-valve being diminished in pro- 
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portion, and so on for any variety of temperature 
required. 

The pipes being laid at a gentle inclination, 
never retain any water even when quite cold, as 
the column of water in the inner leg of the syphon 
being rather longer than the other, preponderates 
over and drives the water out of it. A small vent- 
pipe should be fixed in the extreme end of the last 
length of steam-pipes provided with a cock to let 
out the air at starting, and to create a draught for 
the steam when at work. 

The plan and sections above referred to show a 
building of this sort, and being properly lettered and 
figured, it is presumed will^with the assistance of the 
preceding description, be sufficiently explanatory. 
Sugar-houses and hot-houses, as well as diying- 
houses, are all heated on the above principle. 

For chemical purposes and experiments, which 
before the introduction of steam required the sand- 
bath, or the intervention of a thin stratum of sand, 
between the fire and the substance to be heated, 
steam requires to be applied in rather a different 
way. A vessel is set in a steam-boiler, and the 
substance intended to be acted upon put into the 
vessel ; you will thus always have a heat acting 
upon it equal to the pressure upon the safely^valve. 
This heat will never vary in temperature so long as 
the fire is kept up, and the pressure continues the 
same, and has the additional advantage of diffusing 
itself equally over every part of the vessel. 
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It need hardly be added that by varying the 
pressure on the safety-valve, yon in like manner 
vary your temperature, and that, knowing what 
temperature you require, you must give it a corres- 
ponding pressure. 

Steam is used in a similar way for the boiling 
of salt, and we subjoin a plate of Fumival's pa- 
tented invention for that purpose. Brine or water 
strongly impregnated with salt is pumped up from 
the wells in the places where it is found native, 
as at Nantwich and Droitwich; what is wanted, 
then, in the procuring of salt where it is thus found 
in solution, is the evaporation of the water, which, 
when exposed to a sufficient and continued heat, 
leaves the salt quite pure. 

To do this by steam the most obvious way is 
by a vessel inserted in a steam-boiler, as described 
in the foregoing application of steam for chemical 
purposes, which will effect the evaporation re- 
quired, the brine being put into the vessel so in- 
serted. One would scarcely think that so simple 
a contrivance should be made the subject of a 
patent ; but we find on reference to patent records, 
that it is so- The patent obtained by Smith is 
precisely on this principle, for the salt-water is 
LporaLd b, Z opeLon of U.e fresh-water 
rarefied into steam in a close boiler, in which the 
open vessel containing the salt-water is inserted, 
Fumival's patent is a step (with a ten-league boot) 
beyond this, and is indeed (nearly) one of the 

F 2 
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most economical and efficient applications of tbe 
power of steam for this purpose possible. 

The brine is the same as before described, in 
Smith's patent, pumped into an open vessel A 
(plate XII.), inserted in or fixed upon a close steam- 
boiler B, but the steam-boiler, instead of containing 
fresh water as before described, contains still 
stronger brine than is contained in the vessel 
above ; it is brine which has been operated upon 
in the upper boiler and let down into the lower one 
to be finished or evaporated to such a degree that 
nothing but salt remains. To effect this a division 
of sheet iron C is made in the top compartment of 
the lower boiler B, in ^a diagonal direction, con- 
taining an opening d, similar to a Dormer window 
in a leaning roof, which serves to let out the steam, 
but will not let in the condensed water. The 
steam raised in the lower boiler rushes through this 
opening in the iron partition, and acts upon the top 
boiler so as to evaporate the water of the brin^ 
contained in it, and being condensed falls down 
upon the said partition, and runs off through the 
waste-pipes e, in the lower part of it. 

The waste water being warm, imparts heat to the 
brine as it is conducted along the pipe p, which 
is the pipe of a force-pump, for forcing the raw 
brine from the well into the top boiler, and which is 
laid along the waste water-drain f, for the purpose 
of having the brine warmed in its progress. 

The rakes n have polished handles, working 
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through air-tight stuffing-boxes b, and are for the 
purpose of raking the salt to the fore part of the 
boiler, when it is taken out at the man-hole m. 
The lower boiler must be provided with a safety- 
valve in the usual way. The accompanying plate 
shews the thing very clearly, and being very simple, 
as almost all good inventions are, will not need any 
further explanation here. 

But it is in the refining of sugar that steam 
shines out to the greatest advantage, exhibiting 
such an economical and harmonious combination of 
chemical agency and mechanical power, as cannot 
be equalled in any other manufacture. 

Sugar-houses require to be kept throughout of a 
very high temperature, which could only be done, 
previous to the introduction of steam, by hot-air 
flues, supplied by coal or coke fires ; hence, consi- 
dering the inflammable nature of the material, the 
great risk of conflagration, and the consequent in- 
crease of the rate of insurance, which now for houses 
of the above description presses so heavy upon the 
proprietors, that it compels them daily to alter their 
system of warming to that of steam, as it is even in 
that way a great saving to them ; the rate of in- 
surance-premium, as it is technically termed, for a 
house heated by steam, owing to the diminished 
risk, bf ing much less than when they are conducted 
on the old process. 

For heating a sugar-house, the system is pre- 
cisely the same in principle as that already de- 
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scribed for drying-houses, &c. excepting that it re- 
quires steam of a higher temperature ; but this is 
only one branch of its application in this manu- 
facture* In the boiling of sugar by fire there is not 
only great risk from conflagration, but also great 
danger of spoiling the sugar by charring or scorch- 
ing it, there being nothing between the sugar and 
the fire but the thin bottom of the pan. The applica- 
tion of steam, then, to this process, by its safety from 
fire, and from its diffusing an equal and unvarying 
temperature over the whole, offers a double advan« 
tage ; but this is not all, its advantages do not ter- 
minate here. It is well known that any substance 
boils in vacuo, or even in a partial vacuum, much 
sooner and at a much lower temperature than when 
subject to the pressure of the atmosphere ; this 
principle is of great consequence where evaporation 
is- the object, though it is clearly of no use in the 
generation of steam for the purposes of power. In 
applying it for boiling sugar, a copper pan is pro- 
vided with a close top, which should be globular to 
resist the pressure of the atmosphere; a branch 
pipe is carried from this into an air-pump and con- 
denser, by the action thereof the boiling process is 
carried on much quicker, and with steam at a much 
lower temperature than would otherwise be re- 
quired, producing also a much superior article. 
The air-pump is wrought by the action of a small 
steam-engine, which receives its motion from the 
same boiler that warms the house and boils the 
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sugar* The ei^^ine is also generally employed for 
pumping up the liquid juice, to the different places 
where it may be wanted in the process of manu- 
facture.. 

Thus we see that the refining of sugar on the 
most approved principles embraces almost every 
improvement made in the application of steam. 

In the manufacturing of sugar the application of 
steam seems to offer, over every other method, the 
following advantages: — almost complete safety 
from fire, and a continual saving, therefore, of that 
amount of insurance paid for extra risks to the in- 
surance offices ; the production of a better article 
at less expense, a complete controul over the tem- 
perature of the house, and a simplification of the 
whole process. 

It must, however, be stated, on the other hand, 
that the apparatus costs more in the first instance 
than the common mode ; but this is of minor im- 
portance, for none engage in this business, gene- 
rally speaking, but people of capital, and a small 
variation in the original outlay can make little dif- 
ference where persons embark a round sum for the 
express purpose of a beneficial investment. To this 
should be added, that as the steam process is more 
rapid than the other, there will be a quicker return 
of the floating capital. 

It is a curious fact, connected with this manu- 
facture, that the people carrying it on in London 
are most of them Germans. There is scarcely one 
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sugar-house in London but what was originally es- 
tablished by German proprietors, and carried on by 
German workmen ; and even when the sugar-houses 
get into the hands of English proprietors, which 
of course they sometimes do, the §reat body of the 
workmen still continue to be from that country. 

Plate 13 represents a plan of a sugar-house on 
the most improved principles, where they both 
warm the house and boil the sugar by the agency 
of steam. It should be observed that this is not 
always the case, as many houses are warmed by 
steam where the boiling is still conducted on the 
old process ; and also that they sometimes boil by 
steam in an open pan. 

Fig. 1 is a ground plan, and fig. 2 a section of the 
above sugar manufactory ; the same letters refer to 
similar parts where they occur in both figures. 
A the steam-boilers ; B the steam-engine ; C an 
air-pump to exhaust the pans ; D the vacuum pipe ; 
E sugar-pans boiled by steam, conveyed along the 
branch pipe e. F the steam pan ; G coolers under 
each pan ; H steam-pipes of the drying-stove ; 
I steam-pipes for warming the house ; k is a vent- 
pipe at the end of the series for getting rid of the 
air and keeping up the current of steam. In the 
two angles, 1, of the stove-room upright steam- 
pipes are carried through each story to the top of 
the house. 

The other uses of steam, alluded to in our view 
at the outset, are of minor importance, and neither 
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■.require nor deserve the attention wliicli those do 

■Already described. 

A steam-boiler which would take up very little 
room in a farm-yard, would prepare a vast quantity 
of food for pigs and cattle at little expense and 
trouble. A barrel of wood or metal, hung pre- 
cisely similar to the vibrating cylinders of the 
steam-engine already described, one axle only in 

»this instance requiring to be hollow for the admis- 
'sion of steam from the steam-pipe of the boiler, is 
the only additional apparatus required. This ves- 
sel is for the reception of the substances to be acted 
I upon or boiled by the heat of the steam. The ad- 
Tantage of having the vessel suspended on centres 
is this, the vegetable substances being put into the 
said vessel, and the lid at the top closed down, the 
steam from the boiler is turned on until the inclosed 
substances are sufficiently boiled. When that is 
done, the cover is taken off, the head of the vessel 
is brought round upon its centres, and the sub- 
stances are poured out. 
A valve to cut off the communication of steam 
from the boiler must be fixed in the steam-pipe, 
and a cock inserted in the top of the boiler to let 
off the steam previous to taking off the lid. 

This simple apparatus is all that is wanted for 
this purpose, and ought (where economy is an ob- 
I iject) to be a fixture in every farm-yard. 

For COOKING steam is much used, and particu- 
: larly in large establishments ; almost all the large 
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taverns and the public halls of the city compaotes 
are provided veith a steam cooking apparatus. A 
pipe conveys the steam along a sort of side*bo^d, 
upon which is placed, in properly coni^tructed 
dishes of tin, the food intended to be cooked. 
Branch-pipes of small diameter go from the ^tearn- 
pipe into the several tin dishes, with a cock to 
each to enable the cook or attendant to shut o£f the 
steam. A cock is also fixed in the steam-CQoking 
vessel, to let off the waste steam. These vessels 
are sometimes made double and sometimes single, 
according to the kind of food to be cooked; the 
double ones answer for roast, the steam being 
contained between the two dishes, the other for 
boiled. 

A syphon is applied to the end of the main 
steam-pipe to get the proper degree of pressure, 
in the same way as already described in the steam-^ 
warming apparatus. 

Patents have been taken out for ships' hearths 
for cooking by steam, and at the same time ren- 
dering salt water quite fresh; the latter process is 
the same as that already described for making salt, 
excepting that here the evaporated water is the 
valuable commodity, and the salt refuse. In this 
operation the steam is condensed as it rises and 
collected in vessels for the use of the ship, being 
the same process nearly as distillation. A ship's 
company need never run short of fresh water, so 
long as they retain ^ larg-e kettle and the means of 



making a fire. The sea-water being put in tlie 
kettle and placed upon the fire, as soon as steam 
issues out of tbe spout, wet cloths are applied 
around it, which condensing the vapour as it rises, 
it assumes its original form of water, but quite 
freed from its saline qualities. An apparatus on 
this principle neatly and properly constructed, 
aod combined with the cooking apparatus already 
described, but rendered more compact and portable 
by piling the tin dishes upon each other, the lower 
one being inserted in the lid of the boiler, forms 
what is called the *' Patent Ship's Heauth." 

For destroying vermin a portable boiler is made 
similar to Papin's digester, fixed upon a chafRng- 
dish of charcoal. The spout should have a small 
tube attached by an universal joint, so that it can 
be turned in any direction. When the steara is 
raised of a high temperature, the spout should be 
applied to the crevices or other places containing 
the vermin, which by its action it instantly de- 
stroys. 

For hatching chickens the eggs are placed in 
regular order similar to the manner in which the 
parent bird places them for incubation. The place 
in which they are deposited is then warmed by 
steam, conveyed in pipes, backwards and forwards, 
through the place of deposit, great care being 
taken to keep the place of an equal temperature 
of 96° Fahrenheit or 32" Reaumer; for at lower 
temperatures the living principle appears to become 
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torpid and unable to assimilate the nourishment 
provided for developing the embryo. The eggs 
should not be laid upon the bare floor of the oven, 
but upon a mat, or bed of flax, or other non- 
conducting material. 

We may thus be said to have pursued the sub- 
ject of steam down the present period, when new 
modes of applying this powerful agent are daily 
brought before the notice of the public. 

In the year 1824 Mr. Perkins published his 
experiments on the generation of steam, and held 
out the prospect of producing it at an amazingly 
high temperature at little or no risk from explosion. 
The way he proposed to effect this was by keep- 
ing water, in a close vessel, subject to the action 
of fire under a heavy pressure, and thereby pre- 
venting it from assuming the form of steam. 
From this he proposed to derive pouter with safety, 
the water exerting little or no expansive force, 
compared with steam when confined in the gene- 
rator, whilst, from the intense heat and pressure 
to which it was subjected, it no sooner got libe- 
rated by the working of a valve than it flashed into 
steam, and that of an amazingly high temperature 
and power. 

This fascinating and plausible theory, though 
new and ingenious, failed in practice, as did also 
some experiments made in America by some very 
sanguine schemers, who caught at the hints of 
Mr. Perkins the moment they were published, and. 
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determining to out-herod Herod, proposed taking 
higher flights and going still greater lengths. 
They proposed to make the steam-generator of a 
capillary tube coiled up and surrounded by fire. 
Lightness was their principal object, and to emu- 
late the feathered tribe their ultimate aim. Visi- 
onary and never to be realised were their aims, 
and capillary generators are now consigned to 
" the tomb of all the Capulets." 

These schemes all failed in practice for the rea- 
son assigned in our cliyraical analysis of the nature 
of water, page 8, where it will be seen that steam 
or water is decomposed by the agency of heat in 
small tubes. The great heat superinduced in their 
boilers by the immense pressure under which the 
ater was heated and steam generated, tended to 
lecorapose the steam and weaken its effects. It 
would appear from this that steam has its limits ; 
and the maximum of pressure under which it may 
be advantageously generated is a problem which 
it is a great desideratum to have satisfactorily 
solved. 

Mr. Perkins applied his invention to the pro- 
[jection of bullets from a gun-barrel in the same 
Way as gunpowder is used in the common musket. 
This had, I believe, been' thought of before by 
Mr. Watt, but then he never dealt with " vapours" 
of so high a temperature. 

If the report of the French engineers appointed 
by their government to investigate the merits of a 
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steam-gun sent to France by Mr. Perkins, and tried 
at the Castle of Vincennes, can be relied upon, 
its efficacy in warfare is more than doubtful, and 
it will bid fair to rank amongst those inventions 
which are in common language styled " more curi- 
ous than useful.'' This also we believe to have been 
the opinion of the Duke of Wellington and a military 
staff, appointed by the Government of this country, 
prior to that time, to investigate the merits of this 
invention. 

About the same period that Mr. Perkins pro- 
posed his new theory, Mr. Gumey put forth his 
claims to public notice by his projects for the 
improvement of locomotive engines. He pro- 
posed to use a tubular boiler (not capillary) in 
which to generate steam. The tubes, being about 
1-1 or 2 inches in diameter, were bent in such a 
way that the bottom series formed the grate-bars 
of the fire, whilst they were returned over the fire 
in another series, and ended in a cylindrical re- 
ceiver for the steam. The water in the pipes was 
thus operated upon by the fire in what the pro- 
jector considered the best possible way; and in 
case of explosion, there was little or no danger to 
be apprehended from the bursting of a tube of 
such small diameter, though the steam proposed to 
be used was as much as one or two hundred pounds 
pressure per inch. 

This boiler can never be used to advantage as a 
generator of steam for marine engines on account 
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of its liability to for up with the saline matter con- 
tained in the waters of the ocean ; and it is not 
idtogether freefirom the objecticm offered to the boiler 
of Mr. Perkins. 

A representation is given of diis boiler at plate 
XIV. Fig. 1 is a front elevation, fig. 2 a section, 
and fig. 3 a plan of the same. A in all the figures 
is a series of tubes which form in fact the boiler. 
D two cylinders, into the sides of which the ends 
of the tubes A are screwed. E a cylindrical reser- 
voir of steam. G the chimney. H the fire-door, 
and I the ash-pit. 

Mr. Gumey chiefly directed his attention to the 
propelling of carriages on the common roads, which 
was the ulterior aim of all his experiments, and the 
utmost extent of his ambition. He succeeded in 
producing a steam-carriage, which ran on the high- 
way between Cheltenham and Gloucester, but after 
experiencing much opposition from the narrow 
prejudices of the surrounding farmers, &c. who, 
having the repairing of the roads in their own 
hands, managed them in such a manner that no 
locomotive carriage could run upon them, he de- 
sisted. The tolls charged at the turnpike-gates, 
too, were heavy, as appears from Mr. Gumey's evi- 
dence before the House of Commons, where a special 
committee was appointed to sit on the subject of 
steam-carriages, in consequence of a petition which 
Mr. Gumey had presented, praying the House to 
take a more liberal view of the subject, and not 
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throw impediments in the way of a project fraught 
with public good. In several new turnpike acts 
which have been framed since the introduction of 
steam-carriages on the common road, the tolls are 
so heavy as to be almost prohibitory. Mr. Gurney, 
in his evidence, mentions particularly the Liverpool 
and Prescot Road Bill, of the previous session, 
wherein a toll is charged per horse power, which is 
difficult to determine. His objection to it was, that 
if the horse power be taken as the common engine 
horse power, a steam coach would have to pay 
£2. 8^. where a common stage coach pays only 5s. 
In a subsequent part of his evidence he said that 
he had no objection to a maximum weight of 3 
tons being fixed for his steam-carriages, which is 
the weight of the present four-horse stage coaches 
when loaded, and to pay the same toll ; and that, 
when steam-carriages exceeded that weight, they 
ought to pay a very heavy one ; but that, when the 
wheels exceeded four inches in width, the tolls should 
be less. 

From the opposition above mentioned, and the 
impending evils of heavy legislative enactments, 
Sir Charles Dance, who had agreed with Mr. Gur- 
ney to carry his plans into effect in organizing a 
line of steam-coaches between the two places above 
mentioned, withdrew his carriages from the road 
altogether, so that the public are thus deprived of 
the benefit of a cheap, a speedy, and a safe con- 
veyance. 
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We understand the fares charged were only one- 
half those charged by the common coaches, and 
that they travelled the distance between Cheltenham 
and Gloucester, 9 miles, in 54 minutes on an 
average, and frequently did it in 45 minutes. They 
ran for four mohths, namely, from the 21st of 
February to the 22d of June, 1831, during which 
time they carried nearly 3000 persons and travelled 
nearly 4000 miles. 

These carriages travelled well on the level, and 
proved, beyond a doubt, that lightness, combined ^ 
with power, would enable them to ascend acclivi- 
ties, *'which had heretofore been thought impossible 
by all but those whom the pest of the world were 
pleased to term over-sanguine projectors. 

The fuel consumed was coke; about 4 bushels 
sufficing for 9 miles ; the first charge was two 
bushels; and this charge always remaining, the 
subsequent charges were in smaller quantities, 
descending down to the last ; the draft of the 
chimney was increased by the waste steam pro- 
jected into the bottom of it in a jet, which was 
found to answer better than bellows or fanners, 
which had been thought of before, or than any 
other artificial means which had heretofore been 
tried. The water used was said to be about 10 
gallons per mile; each gallon weighing lOlbs. gives 
900lbs. as the weight of the water to be taken in 
and consumed in one journey. 

The engines were of the common high-pressure 
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description, placed horizontally under the body of 
the carriage, and gave motion to the two hind 
wheels by means of a crank, or by being attached 
to one of the felks of the wheel. A safety-valve 
and a force-pump are indispensable requisites in 
these and all other similarly constructed engines. 
In some cases two safety-valves are used, one being 
out of the reach of the engine tender, generally 
locked up in a perforated case, which will permit 
the steam to escape at the pressure intended, with- 
out the possibility of accident from the interference 
of the over-officious. Mr. Gumey states the 
average pressure on tlie boiler in their ordinary 
way of travelling to have been about 70lbs. per 
square inch, and the working pressure of the piston 
about 20. His tubes were proved with a pressure 
of SOOlbs. per square inch, and they sometimes, in 
case of emergency, used steam at as much as 
130lbs. pressure per square inch. The iron tube 
was about one-eighth of an inch in thickness. 

Mr. Hancock's boiler next claims our attention, 
and we subjoin a plate exhibiting its construction ; 
it is of a peculiar nature, and combines in an emi- 
nent degree the three principal requisites in a boiler 
for a carriage, namely, lightness, power, and safety. 

A, Plate XV. is the fire place ; B the ash-pit ; C 
the steam and water chambers constructed of the 
best wrought iron ; E the connecting tube, which 
connects the several chambers into one large vessel 
for water ; G the same thing for the steam. Through 
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these connecting chambers a bolt is passed for 
connecting the several vessels firmly together. 

On the plan of the boiler are shown fillets of 
iron NN, which keep the individual compartments 
at a proper distance from each other, and also form 
the flues of the boiler as shown in the vertical sec- 
tion at H. The steam rises into the steam cylinder 
I, through as many small tubes as there are indivi- 
dual chambers, and is conveyed from the said tube 
or cylinder to the engine by the steam-pipe K. If 
one part should have the misfortune to meet with 
an accident and be burst, its power of doing mis- 
chief is very limited, as has been fully proved by 
experience, and from thfs does it derive its charac- 
ter of safety. 

The carriage, of which plate 16 is a representa- 
tion, to which the boiler just described is applied, 
has two working cylinders placed vertically over 
the hind axle, with their stuffing boxes downwards ; 
the axle is cranked, and a connecting-rod from the 
piston being coupled to them impels them round. 
The crank-shaft, with the two cranks, is supported 
by a flexible frame, which provides for any concus- 
sion on the road. A chain passes over a pulley on 
the crank-shaft, and over another large pulley on 
the hind axle. The wheels turn loose on the axle, 
and one, or other, or both, are fixed by a clutch 
when required ; this clutch is on the outside of the 
wheel, and can be screwed out or in, as may be 
wanted, with great facility. The turning of the 
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<2arriage round to the off side is prepared for by 
throwing out the off-side clutch and keeping in the 
near one, and the turn round to the near side is 
effected by reversing those movements. 

The fire is urged by a rotary fan driven by 
the engines, and all the waste steam is blown into 
the fireplace and chimney, and destroyed. The 
pressure Mr. Hancock states his boilers to have 
been proved at is 400lbs. per square inch, but that 
its average working pressure is only from 60 to 
:100 ; and also that they expose to the action of the 
fii*e 100 square feet, and that it requires a supply 
of SOOlbs. of water for an eight-mile stage, and 
about two bushels of coke. The weight of the 
whole carriage, including fuel and water, he con- 
siders to be about 3^ tons, and the average rate of 
travelling to be about 9 miles per hour. 

With respect to some of these statements we 
must be permitted to express our dissent ; we fear 
that the expectations of the patentee are much too 
sanguine, more especially as regards the weight of 
water that would be required. 

Messrs. Ogle and Summers constructed a steam 
carriage to run on the common roads, and had a 
patent for the boiler which they used. Annexed is 
a plate of the same. 

The hollow tubes, a plan and section of one of 
which is given at fig. 1 and 2, plate XVII. are all 
double, the flame ascending through the inner one 
and around the outer one, whilst the water is con- 
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tained m the space between die two; die ends 
a and b beii^ the tx^ and bottom of this small 
boiler. 

Turn now to the general plan and elevation on 
the same jdate, and observe that a great number of 
these tubes are brought togedier to form the boiler ; 
in this case 48, and thev are stated to be equal to 
4 horses power. 

Openings are formed at the top and bottom of 
these tubes so as to connect them ; the one series 
of openings for the water, the other for the steam. 
With this arrangement the water in each separate 
tube is exposed to a double fire, and an immense 
surface is kept continually heated. 

P is the steam-pipe, and Q is the pipe of a 
force-pump which supplies the boiler with water ; 
a safety-valve or valves should be fixed to this 
boiler in the same way as described before for the 
others. The small tubes and the interstices between 
the larger ones form the flues of the boiler, whilst 
the center opening d receives a jet of steam to give 
it a draught as a chimney. Having this form of 
boiler they are enabled to use an immense pressure 
at very little risk, and they state that they can work 
their boiler at 250lbs. pressure of steam upon the 
square inch with perfect safety, and thereby ob- 
tained upon the common road a velocity almost 
incredible of between 30 and 35 miles per hour, 
and have ascended lofty hills in the vicinity of 
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Southampton at the rate of 16| miles per hour. 
However romantic this may appear, Mr. Ogle 
states, in his evidence before the special committee 
of the House of Commons,^ that they never, with 
the greatest pressure, burst, rent, or injured their 
boiler, and that it has not once required cleaning 
after being in use twelve months. Their present 
experimental boiler contains about 250 superficial 
feet of heating surface, in a cube space of about 
26 feet, (3.ft. 8-in. x 3-ft. x 2-ft 4-in.) and 
weighs about 8 cwt, and the carriage and appa- 
ratus, including the coke and the water, but not 
the passengers, weighs about 3 tons. They supply 
two cylinders with steam, communicating motion 
by means of their pistons, &c. to a crank-axle, to 
the ends of which either one, or other, or both 
wheels are fixed, as may be required. 

One wheel is found sufficient under ordinary cir- 
cumstances, when the elevation of the road does not 
amount to say one foot in six, to impel the vehicle 
forward.: The waste steam is carried round a 
double casing of the fire-place, and is then passed 
into the chimney, and there is no appearance of 
smoke excepting on lighting the fire with wood, 
which is necessary to ignite the coke. 

Mr. Ogle states that he can stop his carriage and 
draw it up in less time than is necessary to stop a 
pair of carriage borses ; that a steam- carriage is 
safer in every respect than one with horses ; an4 
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With regaid to die relatiTe ezpoises betweoi 
hone and steam power tor the piuposes of locomo- 
tion, it was staled by Mr. Gumey, in his evidaace 
before the select committee of the House of Com- 
mons, that he had estimated the comparatiye cost 
of each for a line of road 100 miles in length : the 
following is a statement thereof. It should be added 
that the mode of applying the steam was that of a 
separate carriage or drag. 

^' The first cost, wear and tear, of the coach 
*^ drawn, in every respect is the same in both cases. 

'^ The expense of men to manage is also about 
<^ the same. In one case there is a coachman and 
" guard, in the other an engineer and director. 

*^ Government duty and tolls may also be consi- 
** dered the same. 

^' It remains then to show the difference in the 
" expense of power only, upon the assumed 100 
** miles of ground. To work a coach well with 
'' horses, 100 miles up and 100 miles dowUi once 
^^ a day, will require 100 horses. A horse a mill; 
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is the present calculation for doii^ the work. 
" Suppose the cost of each horse £20 or £30, or 
'^ for calculation take £25 the average, it will 
" amount to £2500. 

" Now three steam-carriages will do the same 
" work, and the expense of these will be about 
" £500 each, or £1500 for the three. A saving 
" will consequently be effected of £1000 in capi- 
" tal. 

" The wear and tear of horses may be stated in 
" money value at about £5 each per annum on the 
" 100 horses, namely £500 per annum. 

" The wear and tear of the three steam-towing 
" carriages will not exceed £100 each per annum, 
" £300 for the three ; exhibiting in this item an 

annual saving of £200. 

The expense of shoeing, keep, provision, at- 
" tendance, harness, &c. is per day about 3^. each, 
" or £15 for the 100 horses. 

*' The expense of fuel for two carriages, one up 
" and the other down, doing the same work, will 
" be that of 100 bushels of coke, at Gd. per bushel, 
'* say £2 : 10. 

** Or, if we take 1^. per mile per horse power, 
** it will be about the same. But the expense of 
" fuel for the steam-carriage will be, on an average 
" throughout England, about 3d. In some coal 
" districts it will not exceed 1 d, per mile ; while in 
" other situations it will amount to 6rf." 

Mr. Gurney states that in the above estimate he 
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has not taken die expense of stables into acconnt, 
which expose is considerable when compared with, 
sheds for coke and water ; and further, that from 
these data he concludes that a carriage may be 
worked by steam on the common roads at one-fifth 
the expense of horses. 

He states that his boilers are calculated to last, 
with fair treatment, about three years, and that 
they require examining only once a fortnight or 
three weeks, depending upon the locality in which 
they work ; for in some situaticms, where lime is 
held in solution in the water in large quantities, 
they require cleaning oftener, but in other situa- 
tions, where the water is more pure, they will run 
for a month, or even two. 

These statements seem highly flattering to the 
views of those who advocate the introduction of 
steam generally upon the common roads ; but we 
must not forget that the source from whence they 
emanate renders it possible that circumstances may 
have given a particular bias to their opinions, and 
this consideration will make us pause before we 
give an unqualified assent to them. 

We do not say that the expense of " Horse- 
•' Carriages" is stated too high, but we believe 
that the expense of "Steam-Carriages" is 
rated too low ; that relays of carriages would be 
required more than is stated, which would increase 
the first outlay, and no doubt there would be a 
greater annual expense for wear and tear. 
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With respect to the different degrees of resistance 
and of traction upon a railway and a common turn- 
pike road, which must be considered in order to 
arrive at a rational conclusion as to the comparative 
merits of the two modes of conveyance, it must be 
stated that, in a railway, the theory acted upon has 
been to obtain as smooth and as level a way as pos- 
sible — a perfectly horizontal plane, according to this 
view of the subject, being a perfect railway. This, 
in practice, is very nearly approximated to on the 
Manchester and Liverpool Railway, and is effected 
in the following manner. Raised edge^rails are 
provided of rolled iron, two inches broad and one 
inch thigk, in lengths of twenty-five feet each. 
These are firmly united together, and placed upon 
cast-iron pedestals, and the whole supported, at in- 
tervals of three feet, by stone blocks twenty inches 
square and twelve inches deep. Into each of these 
blocks two holes are drilled and filled up with oak 
plugs, and to these the pedestals bearing the rails 
are spiked down. 

On the embankments, and other places where the 
foundations may be expected to subside, additional 
strength and firmness is obtained by the introduc- 
tion of oak sleepers. The whole length of the 
road is thirty-two miles, and posts are placed every 
quarter of a mile to mark the distance. 

The greatest rise is only about one foot in ninety- 
six feet, on the Whiston and Sutton inclined planes, 
the rest being nearly level. When the engines 
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rrive at these inclines, they iall off in speed, and 
i" the rise was much greater, they would need the 
hid of rack-rails, with corresponding toothed wheels 
on the carriages, to prevent them from slipping. 

But on the common road the wheels of a car- 
riage have greater adhesive power, owing to its 
roughness. ' 

It has been stated, that on a smooth iron rail, a 

irriage propelled by the wheels acting upon such 

1 when laid at an elevation or rise of one foot in 

twelve, requires a power to move it up, twenty-one 

times greater than is required to move the same 

body along an horizontal plane ; but that, on the 

common road, the additional power required for 

ascending a plane of such a rise is only about 

double what is required on the horizontal plane. 

The force of traction necessary to propel a ton 

— weight on a level railway being about eight pounds, 

■|Qiat is about one-two-hundred and eightieth, or say 

Bpne- two-hundred and fortieth, part of the whole 

■Weight; whilst the average force required to draw 

H^ ton weight on the common road when level, is 

about one-twelfth of the whole weight, and is only 

doubled when the rise is as above assumed. 

This theory is ascribed to Mr. Gurney, but prac- 

Htice gives a result less favourable to steam-carriages 

B«n the common road ; and in proportion as roads 

are smooth and level, do they become useful for the 

purposes of locomotion. The more nearly a com- 

. jnon road approaches in its construction to a railway, 
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the more available and desirable it is for this pur- 
pose ; and this accounts for the steam-carriage pro- 
jectors always choosing the smoothest and most 
level line of road they can conveniently find to com- 
mence their operations upon. 

The greatest objection to railways is their first 
expense, which for a line of any length is enor- 
mous ; that of Manchester and Liverpool, which is 
most advantageously situated, is stated to have re- 
quired a capital of nearly £900,000.^ ' 

On the other hand, it may be said that the only 
thing in favour of the application of steam to the 
purposes of locomotion on the common road, is the 
fact of the said roads being ready formed for use. 

It has been proposed to lay down a double line 
of granite paving on the common roads, level with 
their surfaces, so that it should be no interruption 
to the crossing of ordinary vehicles, at the same 
time that it would facilitate the passing of steam-car- 
riages. This approaches very nearly to a rail-road, 
and would, no. doubt, be an improvement, but 
should be looked forward to, rather as a consequence^ 
than as a cause^ of the success of such carriages ; 
and even then, according to the foregoing theory, 
in proportion as the roughness of the road is di- 
minished, the difficulty of ascending acclivities is 
increased. 

Still, perhaps, this difficult problem may be thus 
solved, and by sacrificing a little of the particular 
advantage possessed by the superior adhesion of the 
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wheds in ascendmg indimtions iqion mmds as at 
present constructed, a gemermi adruitiige wckj be 
gained by die gre ate r fiKdlitjr afibided of traTelling 
wdl npcm tbe lerd, should die aboYe-mentKMied 
impiOYement in tbe roads preraiL 

Those who are most strennons in adTOcatincr the 
introduction of steam-carriages anticipate great ad- 
vantages to the conminnity fiom their general 
adoption, and bare indulged in sanguine expecta- 



tions of the inunense advantages to be gained 
thereby in a national point of view. 

Gienerally speaking, what is advantageous to in- 
dividuals is beneficial to the community, and a pro- 
ject or invention, when once feurly before the 
public, makes its way in an exact ratio to its useful- 
ness. 

If an individual invents a machine, which he can 
sell at a remunerating price, and this he can only 
do to any extent by its being of some advantage 
to the purchaser, it answers his purposes ; and ad- 
vantage to the community follows as a conse- 
quence. Great national benefits are thus based 
upon individual exertions, and thus even self- 
interest upholds and strengthens the social com- 
pact. 

The opposition which this mode of steam com- 
munication met with on its first introduction, al- 
ready mentioned in this work, caused a party to 
be formed in its favour, who as strenuously insisted 
upon immense national advantage resulting from it, 
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as the other party who opposed it seemed to dread 
destruction and ruin. 

Most of the arguments made use of in its favour 
are extremely plausible, though not a little theo- 
retical, and, as some (perhaps of the adverse faction) 
are inclined to think, visionary. 

It will, however, be proper to state a few of 
those arguments, in order to enable us to arrive at 
something like a rational conclusion, and if pos-* 
sible clear away the mists of prejudice* 

Colonel Torrens, M. P., in his evidence before 
the Committee of the House of Commons above 
referred to, stated that, " He considered that the 
effect which would be produced upon British agri- 
culture by substituting on common roads steam- 
carriages for carriages drawn by horses, would be 
most beneficial for these reasons, that agriculture 
is prosperous in proportion as the quantity of pro- 
duce brought to market exceeds the quantity ex- 
pended in raising and bringing it there. 

" If steam carriages be employed instead of car- 
riages drawn by horses^ it will be because that mode 
of conveyance is found the cheapest. Cheapening 
the carriage of the produce of the soil must neces- 
sarily diminish the quantity of produce expended 
in bringing a given quantity to market, and will, 
therefore, increase the net surplus, which net sur- 
plus constitutes the encouragement to agriculture. 
For example, if it requires the expenditure of two 
hundred quarters of com to raise four hundred. 
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and the expenditure of one hundred more on car- 
riage to bring the four hundred to market, then 
the net surplus will be one hundred. If by the 
substitution of steam-carriages, you can bring the 
same quantity to market, with an expenditure of 
only fifty quarters, then your net surplus is in- 
creased from one hundred to one hundred and fifty 
quarters, and consequently either the farmer^s pro- 
fit or the landlord's rent increased in a corres- 
ponding proportion. There are many tracts of 
land which cannot now be cultivated, because the 
quantity of produce expended in cultivation and 
in carriage exceeds the quantity which that expen- 
diture would bring to market. But if you dimi- 
nish the quantity expended in bringing a given 
quantity to market, then you may obtain a net 
surplus produce from such inferior soils, and con- 
sequently allow cultivation to be extended over 
tracts which could not otherwise be tilled. 

" On the same principle, lowering the expense of 
carriage would enable you to apply additional 
quantities of labour and capital to all the soils 
already imder cultivation." 

In reply to the question, ^^ Whether, if horses 
were displaced from common roads, there would 
not be a diminished demand for oats, beans, and 
pasture, and land thereby be thrown out of cul- 
tivation and labour out of employment?'' he said, 
" If steam-carriages were very suddenly brought into 
use and horses thereby displaced, I think the effect 
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stated in the question would be produced for a 
time; but practically steam-carriages can be in- 
troduced only very gradually, and the beneficial 
effects upon the profits of trade, by bringing 
agricultural produce more cheaply to market, will 
tend to increase profits, to encourage industry, and 
to enlarge the demand for labour ; so that, by this 
gradual process, there will probably be no period 
during which any land can actually be throwb out 
of cultivation, the increasing population requiring 
all the food which horses would cease to consume. 
With respect to the demand for labour, that de- 
mand consists of the quantity of food and raw 
materials which can be cheaply obtained ; and as 
by the supposition the displacing of horses will 
leave at liberty more food and more material, the 
demand for labour will ultimately be greatly in- 
creased instead of being diminished. It has been 
supposed, I know not how accurately, that there 
are employed on the common roads in Great Britain 
one million of horses, and a horse is calculated to 
consume the food of eight men (?) 

" If steam-carriages could ultimately be brought 
to such perfection as entirely to supersede draught- 
horses on the common roads, there would be food 
and demand for eight millions of persons. 

" But when we take into consideration that lower- 
ing the expense of carriage would enable us to 
extend cultivation over soils which cannot now be 
profitably tilled, and would have the further effect 
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of enabling us to apply, with a profit, additional 
portions of labour and capital to the soils already 
under tillage, I think it not unfair to conclude, 
that were elementary power on the common roads 
entirely to supersede draught-horses, the popu- 
lation, wealth, and power of Great Britain would 
at least be doubled." 

The above is a fair specimen of the sort of ar- 
gument brought forward by those who support this 
side of the question ; and we think it will not be 
denied, that if the hypothesis on which this rea- 
soning is based can be realized, that the effects 
anticipated are not much over-rated. 

There is yet a step further which some strenuous 
advocates of the system are inclined to go, and 
boldly predict, that the plough and the harrow 
will soon be worked by steam : this appears much 
too sanguine ; for we have seen that travelling by 
steam on the common road, is practicable just in 
proportion as the road is smooth and level. This 
is not to be looked for in a ploughed field, therefore 
steam cannot be used to advantage in such situ- 
ations and for such purposes. 

Almost the whole of the foregoing statements 
respecting steam conveyance on the common roads, 
were given in evidence before the special com- 
mittee of the House of Commons, together with a 
great many more too voluminous to find a place 
here. The committee in their report, after re- 

H 
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capitulating the elicited evidence, strongly recom- 
mend steam-carriages to the favourable considera- 
tion of the House, and^add, " That it surely 
cannot be contended that^ the introduction of 
steam-carriages on the common road is as yet an 
uncertain experiment unworthy of legislative atten- 
tion." The ^ Committee' conclude their Report 
in the following words : — " Sufficient evidence has 
been adduced to convince your Committee " — 
" 1. That carriages can be propelled by steam 
on the common roads at an average rate of 
ten miles per hour. 
" 2. That at this rate they have conveyed up- 
wards of fourteen passengers. 
" 3. That their weight, including engine, fuel, 
water, and attendants may be under three 
tons. 
" 4. That they can ascend and descend hills of 
considerable inclination with facility and 
safety. 
" 5. That they are perfectly safe for pas- 
sengers. 
" 6. That they are not (or need not be, if pro- 
perly constructed,) nuisances to the public. 
'^7. That they will become a speedier and 
cheaper mode of conveyance than car- 
riages drawn by horses. 
"8. That they admit of greater breadth of tire 
than other carriages ; and as the roads are 
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not acted on so injuriously as by the feet 
of horses in common draught, such car- 
riages will cause less wear of the roads 
than coaches drawn by horses. 
^^ 9. That rates of toll have been imposed on 
steam - carriages, which would prohibit 
their being used on several lines of road, 
were such charges permitted to remain un- 
altered." 
Having stated the above evidence, facts, reason- 
ings, and conclusions, little more need be said on 
the subject We, however, may be allowed to 
predicate, that if steam be, as stated, a cheaper 
mode of conveyance than horses, and at the same 
time not dangerous ; and if the legislature be de- 
termined to remove all obstacles within their pro- 
vince, that steam, like powerful Truth, will even- 
tually prevail. 

The evidence and report above-mentioned prove 
that the first objects are completely effected, and 
the other, a desirable one, is in progress under the 
most promising aspect and favourable auspices ; 
we may surely, then, be justified in concluding that 
steam-carriages bid fair to become in a short time 
a common mode of conveyance. 

The application of steam on the Manchester 
Railway, which has surpassed all others, must not 
be passed over in silence. We will now, therefore, 
turn our attention to that important undertaking; 
but as it is not our intention to enter upon the con- 
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sideration of any thing not immediately bearing 
upon the subject in hand, our notice will necessarily 
be brief. 

The Manchester Railway contest, then, being 
fresh in the minds of all intelligent persons, we 
need not here enter into any lengthy detail of the 
circumstances attending it; suffice it to say, that 
Mr. Robert Stephenson's engines were preferred to 
all others, and carried off the prize. The determi- 
nation of the judges appointed to the award has 
been fully borne out by subsequent events, as the 
only rival at all capable of competing with Mr. Ste- 
phenson on that occasion has never since been able, 
though he has made two fresh engines, to make one 
run effectively. 

The Manchester Railway contest commenced on 
the 6th of October, 1829. Mr. Stephenson's en- 
gine, the Rocket, on that occasion, weighed four 
tons three hundred weight, and travelled backwards 
and forwards on a mile and a half course of level 
railway, thirty-five miles in three hours and ten 
minutes, being upwards of eleven miles an hour, 
with an attached load of thirteen tons including the 
persons who rode with it. 

After this a fresh supply of water was taken in, 
which occupied sixteen minutes, when the engine 
again started, and ran thirty-five miles in two hours 
and fifty-two minutes, which is upwards of twelve 
miles an hour, including all stoppages. 

The speed of the engine with its load, when in 
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full motion^ was at different times thirteen, thirteen 
and a half, fourteen, and sixteen miles an hour, and 
had the whole distance been in one direction, there 
is little doubt but the rate of speed would have 
been fifteen miles per hour: the consumption of 
coke was on an average about half a ton in the 
seventy miles. The pressure of steam upon the 
safety-valve was fifty pounds per square inch. 
When its load was taken off, including even the at- 
tached car or tender-carriage for fuel and water, 
the Rocket performed the seven miles in the space 
of fourteen minutes fourteen seconds, being at the 
rate of thirty miles an hour, but without water-tank 
or fuel it could not long have maintained this speed. 

A double stroke of the engine, that is once up and 
once down, driving the wheels of the carriage acted 
upon once round, furnished an easy means of as- 
certaining whether the speed of the carriage cor- 
responded with the speed of the wheels, and conse- 
quently whether or not the wheels slipped, as it was 
expected by many " theorists " they would do, in 
stead of advancing upon the smooth surface of the 
rail. 

The following calculation by Mr. Vignoles and 
Mr. Price, of Neath Abbey, from the performance 
of one of the competing engines, the ** Novelty," 
of Messrs. Braithwaite and Ericson, will show, as 
well as can be ascertained from such observations, 
that even upon the smoothest rail and at the greatest 
velocities the wheels do not slip. 
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The maximum number of strokes was 142 per 
minute, while 440 yards were traversed in 43 se- 
conds ; diameter of the wheels 50.1 inches, cir- 
cumference 157.4 ; 157.4 X 142 zz 621 yards, be- 
ing the velocity per minute of the circumference of 
the wheel, or 21 miles and 300 yards per hour. 
Then as 60 seconds is to 43 seconds, so is 621 
yards to 445 yards. 

This calculation of the distance run, shews a dif- 
ference of only five yards from the actual perform- 
ance of the engine ; and this difference might arise 
from the most trifling inaccuracy in noting tiie 
time — a quarter of a second at each end of the 
course being sufficient to produce it— -so that we 
may fairly conclude that there was no slipping of 
the wheels at a velocity of nearly twenty-two miks 
an hour with a load. 

Great improvement has been made in the work- 
ing parts of the engines now plying on the Man- 
chester and Liverpool Railway, though there is no 
alteration in their principle, and a corresponding 
increase of speed and power has been thereby ob- 
tained. Mr. Stephenson states that a speed of 
forty miles an hour with a light load has been at- 
tained, and that an engine might be constructed to 
run one hundred miles within the hour, although 
at that velocity the resistance of the atmosphere 
would be considerable. 

He further says that engines are now made with 
eight times the power of the Rocket, yet with little 
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more weight upon any individual point of the 
rail, the load being equally divided upon six wheels 
instead of four, and the machinery placed in a more 
advantageous situation than formerly. Among other 
improvements is that of making the tub^s, which 
form the flues of the boiler, more numerous, and of 
smaller diameter than before, and of brass instead 
of copper. The last new engine on the Manchester 
Railway ran 23,000 miles with the most trivial re- 
pairs, making every day four or five journeys of 
thirty miles each. 

The following is a description and performance 
of another of Mr. Stephenson's engines. 

Diameter of the working cylinders eleven inches, 
length of the stroke sixteen inches, diameter of the 
wheels five feet ; weight of the engine eight tons, 
weight of the tender when full of water and coke, 
four tons ; and drew up the inclined plane at Rain- 
hill, which has a rise of one in ninety-six, about 
forty-five tons gross of goods and waggons at the 
rate of about eight miles an hour, exerting a force 
equal to about forty horses' power. The cost of 
such an engine with tender and all complete, is 
stated to be from £800 to £1000. 

On the 1st of March, 1831, the Sampson, another 
of the Manchester Railway engines, drew a gross 
weight of one hundred and fifty-one tons in thirty 
waggons and carriages, (the nett weight being one 
hundred and seven tons,) the whole distance from 
Manchester to Liverpool, thirty- two miles, in two 
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hours and thirty-four minutes, including thirteen 
minutes of stoppages. The diameter of the wheels 
was four feet six inches. 

At plate 18, plans and sections are given of one 
of Mr. Stephenson's machines. A is the steam- 
boiler, which supplies steam through the pipe (a), to 
the cylinder (b). A cylinder of this sort is placed 
on each side of the carriage, and the two, by nieans 
of pistons and connecting-rods, act simultaneously 
upon the wheels B, and so give motion to this 
powerful and rapid machine. 

The steam is raised by the action of the fire, as 
shewn at C in the section, the smoke and heated 
air rushing rapidly through a great number of small 
tubes (d d), into the chimney E, and the draught is 
increased by a jet of waste steam from the cylin- 
ders. 

A common safety-valve and also an enclosed one 
are appendages to this boiler, and should be so to 
all high-pressure steam apparatus on account of the 
great risk from explosion. An alarm-pipe (p) is also 
fixed on the top of the boiler, from which a pipe 
descends below the level of the water. Should the 
boiler run so far short of water as to sink below a 
certain level, the steam would rush rapidly out of a 
whistle-formed aperture in the pipe (p), and by its 
noise alarm the engineer. T is the attached car for 
coke and water, and S is the platform for the fire- 
man. 

Long trains of wheeled vehicles are attached 
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to these carriages for the conveyance of all sorts of 
commodities, live and dead stock; and superbly 
^egant cars are also attached for the conveyance of 
passengers ; the " Steam- Horse j" above described, 
drawing them along with the strength of an ele- 
phant, and a velocity almost incredible. The ex- 
penditure of fuel is very trifling for so splendid a 
result, but then there are other things to take into 
consideration besides the value of coke. The first 
outlay for the railway is immense ; the machines 
which run upon them are costly, (though not more 
so, perhaps, than those intended for the common 
roads), and the expense of cleaning them, keeping 
them in repair, and working them, is very great. 
All these are drawbacks from the beneficial effects 
of steam upon railways, and those who are most in- 
terested, are now wavering in their choice between 
the two modes of conveyance which ought to be 
preferred. 

From observation, however, and satisfactory prac- 
tical results, we are justified in concluding that 
railways are a decided step in some situations be- 
yond canals ; and reason tells us, that if steam con- 
veyance on the common roads can be effected at only 
the same advantages generally as on railways, from 
its not being confined to any particular situation, 
but being alike applicable to all, it will be a still 
further step in the " march of improvement '^ 

Having thus described, to the best of my humble 
abilities, " The Nature and Application of Steam," 
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little more need be added. We have shewn that 
steam as a " Prime-Mover'' of all kinds of ma- 
chinery, cannot be surpassed by any invention at 
present known ; that its application for this purpose 
is almost unlimited, and its beneficial consequences 
manifold and certain ; and that for the conveying 
of heat for the various purposes enumerated, it is 
unequalled. 

We may thus consider our labours as closed, and 
trust they will meet with the favourable considera- 
tion of the enlightened body to whom, with the ut- 
most deference and profound respect, I now have 
the honour of submitting them. 
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J the Proportions of Boilers. — A boiler for an en^ne of 
small power requires to be larger in proportion than one of a 
higher power, as it is more affected hy the cooling properties of 
the atmosphere, and also from the energy of action in a small 
fire and boiler haing diminished in a ratio greater tlian that of 
their bulk ; but yet no regular calculation can be made for these 
contingencies with mathematical precision ; experience alone ia 
the guide here, and has furnished engineers with the following 
practical resulis. 

A one-liorse low pressure boiler, with a common feed, should 
have a bottom surface of 9 feet and a side surface of about 
double that area, and would require a constant supply of water in 
the boiler of nearly 32 cubic feet ; whilst the boiler of a 30-horse 
engine would only require a bottom surface of 4 ft. 6 in. a side 
surface double that quantity, and only 1 1 cubic feet of water for 
each horse power. 

Between these two points as data it is easy to calculate suffi- 
ciently near for practical purposes all the requii'ed different gra* 



datioi 



When boiler 



are wanted for engines of much highi 
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adjoining each other, — the two equalling the required power, being 
worked in conjunction. It id also found advantageous to add a 
third boiler, to be available in case either of the others should be 
out of order or when they require cleaning. Thus a 60-horse 
engine would require 2 boilers, each of 30 horses' power, and of 
the foregoing proportions, with a boiler of reserve of similar size. 

The best form of boiler has been found by experience to be 
cylindrical, with convex ends, but a boiler, as represented in 
in Plate It. and III. is the most common for low pressure engines 
employed for manufacturing purposes, a form very similar being 
now also generally adopted for high pressure locomotive engines, 
as represented at Plate XVIII. Neither of these are perhaps much 
inferior in efifect to a cylindrical boiler, but do not last so long 
where the water of supply is apt to run foul. 

That the power of the boiler cannot be increased beyond a 
certain degree, by increasing the intensity of the fire, may be 
inferred from the fact, that the mode generally in use for the 
measurement of high temperatures in bodies, previous to die in- 
troduction of Wedgwood's Pyrometer, was by dropping cold water 
upon them, and in proportion as the heat was increased in the 
body acted on, so was the time required for evaporating a drop of 
water from its surface. According to Huron's Chemistry as 
follows: '' M. Leidenfrost observes that the hotter any metal is, 
so much the more slowly will drops of water evaporate from its 
surface, and has applied the knowledge of this general fact to 
the measurement of the higher degrees of heat. On iron 
heated to the ebullition of water, he has observed that a drop 
of water will evaporate in one second. At the heat of 520° 
Fahrenheit a drop of water will not evaporate in less than six 
or seven seconds, and on melted lead eight or nine seconds." 
Very recent experiments upon steam-boilers have proved this 
theory to be pretty nearly correct, and the only mode of increa- 
sing the working power of a steam-boiler b by increasing the 
quantity of heating surface. 

When the boiler is of a rectangular form and without flues, the 
following Rule, which must be modified as before mentioned, 
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according to eifciiiiistaiices, wfll gire a result which will be snffi- 
cieiitly correct in practice. 

Rule and Example 

For a lO^hcrse law pressure comdensimg Engine Bailer. 

To W0rk weSi a boiler of this sort will require 5 fe^ oi bottom 
sorfiioe per hotae power, which gives an area of 50 feet. The 
best proportion is fimn three to foor times the breadth for the 
length, which would give in round nombers about 13 feet for the 
length and 4 feet for the breadth. The quantity of water would, 
in this instance, require to be about 15 cube feet per horse power 
=rl50 feet for the cubical contents of the boiler ; and by an easy 
calculation this gives 3 feet for the depth of the sides, about 
6 inches should be added to this height for the solid work of the 
side flue to rest against, and a semicircular waggon-headed top 
gives the capacity for the steam. 

Hiis boiler will require a supply of 15 cubic feet of water, at 
about 120^ (the temperature of the water in the hot well) per 
hour, and as a bushel or 84 lbs. of Newcastle coals may be con- 
sidered equivalent to 10 cubic feet of water converted into steam, 
it gives 1 cwt. 14 lbs. of coal per hour as the consumption of a 
boiler of this power. 

This boiler will require from 8 to 9 feet superficial area of fire 
or furnace bar. 

To find the height of the column of water in the feed pipe £, 
Plate II. for supplying the boiler against any pressure df steam 
required : 

Rule. — Multiply the pressure in pounds, upon a square inch 
of the boiler, by 2.4, and the product will be the required height 
in feet above the surface of the water in the boiler. 

Example. — Required the height of a column of water in the 
feed pipe for supplying a boiler with water when the pressure of 
the steam is 3 lbs. per square inch. 

2.4x3=7.2 ft. above the surface of water in the boiler. 

Safety Valve.— Knowing the specific gravity of the metal 
used for weighting the safety valve, which is generally load, it is 
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easy to Had its required bulk. The positive weight will be equal 
to the area of the valve in inches, multiplied into the pounds 
preBsure per inch, at which the engine is required to work. 

When a lever is used, if the distiuice between the fnlcmm and 
the centre of the valve, the point acted upon, and the distance 
from the said point to the point of suspension for the we^ht, be 
equal, it will require the same weight which it would if fixed on 
the top of the valve, as it is in the Example at d, fig. 2, Plate 111. 

If the distance between the centre of the valve and the weight 
is doubled, while that between the fiilcrum and the said point 
remains the same, the weight required will only be half, and so 
on for any other proportion. 

Steam Gauge. — The pressure or force of steam in the buler is 
generally indicated by a column of mercury in a bent iron or glass 
tube, (a,J with a brass index plate (bj. This instrument is 
called the sleara gauge. One inch of mercury being nearl; eqoal 
to 1 lb. pressure of steam in the boiler, the index plate should be 
divided accordingly, so as to indicate the exact pressure iu lbs. of 
the steam in the inude of the boiler, thus— 




■Level of the mercury when there is ao pressure 

of steam over the weight of the atmosphere. 
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ON THE PERFORMANCE OF ENGINES. 

We will commeiice our inyestigation of t^is subject by quoting 
briefly the methods in use for calculating the power of engines by 
the earlier engineers. 

From Blakey on the Atmospheric Engine, 1793. 
In a letter to a friend (M. Le Roy, of the Royal Academy of 
France) he says, '* though I laugh at theorists sometimes, I 
** would not ha^e you think that 1 have not received some fovours 
** from that stale maid coquet Theory, who is more caressed by 
^* petit maitres than by me, though I assure you I am much 
•* more in love with old mother Practice, who is always busy in 
** the exercise of truths, and who would exhaust herself to death 
" on them, did not daylight run away from her, to oblige this 
*^ real school of arts and sciences to take rest. But to show you, 
*^ as I said, that this coquet Theory has bestowed some favours 
" upon me, (though I confess that Practice has corrected the 
" foults Theory had shown me,) I shall let you know how I 
** find my passive and active powers in hydraulics," &c. &c. 

^^ Experience has taught me that a cylindrical foot of water 
" weighs 48 lbs. This Theory I knew nothing of till Practice 
** had shown it me. » * ♦ ♦ * 

** To know what force is wanted to raise a column of water 
" 12 inches diameter from a depth of 100 feet, I multiply 48 lbs. 
** by 100=4800 lbs., this shows the weight of the column of 
*' water ; and as I must have double that power in a fire-engine 
to raise such a weight, in order to master the usual friction in the 
cylinder as well as the inertial resistance of all the heavy mate- 
rials which are made use of, I multiply 4800 by 2, which 
sl^ows that my active power must have 9600 pounds of force. 
** Having thus found my resisting power and regulated my active 
** force, I divide 9600 by 1500, (the weight of the atmosphere 
on a circular foot,) to find the surface of the piston in the 
cylinder, this gives me something more than 6 feet and a half 
for its superficial contents, and if this result is multiplied by 
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1500, it gives something more than double the weight of the 
column of water to be raised to make it work freely, as I have 
said, and answers to my rule of giving the advantage to the 
active powers as experience teaches all true engineers to do. 
** Here is another manner of calculating the force of a cylinder 
ready made. I shall suppose a cylinder of 3 feet diameter, its 
superficial contents will be 9, which may be calculated as 
follows, according to the foregoing rule : 9xl500=13,5001b8. 
weight of atmosphere on the piston when the vacmim is formed ; 
this divided by 2 gives 67501bs. force for half the active power, 
" divide this agaui by the weight of a cylindrical foot o£ water, 
** 481bs., and it will give 140 feet for the height of a column of 
water 1 foot in diameter, to be raised by the 6750 lbs. power, 
equal with a velocity of 160 feet per minute, the rate at which 
these engines travel, to 540,0001bs. raised one foot high per 
minute, or about 17-horse power, if we reckon a horse to raise 
a weight of 33,0001bs. 1 foot high per minute. From which 
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'' I conclude my engine can raise such a column and continue 
" working roundly. 
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This manner of finding out active and passive powers is so 
plain, that it needs no further explanation ; and it has induced 
me to lay aside all measures by cubes to be aflterwards reduceii 
into cylinders, with fractions, which only serve to puzzle 
** those, who think there is a merit in knowing how many skips 
*' a flea can make to the moon, and that there is no under- 
" standing of arts without making use of hierogl3rp]iic figures, 
*' to find out how one and one make two." 

Smeaton introduced many improvements in the atmospheric 
Migine, and had not occasion to make such a large allowance for 
the acting power as Blakey has done. The following is his 
method : — 
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The moring force b the pressure of the 

atmoflpbere, which may be stated as • • =i 1 ,00 

The loss of force measured in portions of 

the atmosphere consists of, first, the un- 

condensed steam corresponding to the 

temperature of condensation (usually 

about 160<») = 0,34^; 

Second, the force to expel it and the air 

from the cylinder zz 0,007 

Third, the friction of the piston (under- 

ratedat) =0,050 

Fourth, the force required to open and close 

the valves, raise injection water, and 

overcome the friction of the machinery := 0,093 

' 0.49 

Ail these added together and deducted from 
the pressure of the atmosphere, gives the 
nett effective pressure 0,51 

Being as near as possible 61 bs. per circular inch. From which 
data is deduced the following rule. Multiply 6 times the square 
of the diameter of the cylinder in inches, by half the velocity of 
the piston in feet per minute, and the.product is the effective 
power of the engine, in pounds raised one foot high per minute ; 
to find the horse power divide by 33,000. 

Example for a piston and cylinder 9 feet area as before in 
Blakey. Suppose the length of the stroke 8 feet, and the engine 
to make 10 double strokes per minute ; then 10x8=80 feet per 
minute,or half the velocity ; consequently 6 X36*X 80=6220801ba. 

>i 

raised one foot high per minute, and x«is^= 18,28080, or say 

33,000 

18-horse power. 
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THE DOUBE-ACTING CONDENSING 
STEAM ENGINE. 

The openings into the cylinder for the admiBsioD of steam, 
commonly called the steam-ports, and also the steam-pipe from the 
boiler, should be about one twenty-fifth the area of the working 
cylinder of the engine, or if they are circular one-fifth of the 
diameter. 

Another rule is to make the area of the passage one superficial 
inch for each horse power. Thus, a lO-horse power engine 
would have a port hole 10 inches area. A similar result would be 
given by the first rule nearly — for the diameter pf a 10-horse 
cylinder being 16 inches, the area will be 256, one twenty*fifth of 
which in round numbers is 10 inches as before. 

The length of the cylinder should be about twice its diameter. 
The velocity of the piston in feet per minute should be about 98 

I 

times the square root; of the length of the stroke, or in ordinary 
engines 220 feet per minute. 

The air-pump should not be less than one-eighth of the capa- 
city of the cylinder, or half the diameter and half the length of 
the stroke of the cylinder, and most engineers make the diameter 
with this length of stroke considerably more, up to as much as 
two-thirds of the diameter of the cylinder, or about half the area 
of the piston. 

' The condenser should be of the same capacity as the air-pump, 
and be completely immersed in the cold water cistern jfrom which 
it will receive its injection, the quantity of injection water should 
be at least 25 times that required for steam, and the diameter of 
the injection pipe one thirty-sixth of the diameter of the cyUnder 
nearly. 

The valves of the air-pump bucket and lid should be of equal 
size and as large as they can be made, and the foot valve not less 
than the same area. 
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The weight in the safety valve should he from 2 to dibs, 
pressure per circular inch. 

It is found by experience that with these arrangements, which 
of course are thought to be the best, that if the force of steam be 
reckoned 121bs. per circular inch, yet from losses occasioned by 
the imperfection of the vacuum, the cooling in the cylinder, 
the friction of the machinery and tackle, the changing from a 
reciprocating to a rotary motion, and other more minute causes, 
that the effective disposable power of the engine will only be about 
611)8. per circular inch of the piston's area. From which we de- 
rive the following rule for calculating the power of an engine : — 
Multiply the square of the diameter of the piston in inches by 6 
the nett effective power, and that product by the velocity of the 
engine per minute in feet, the result will be, the effective power — 
in pounds raised 1 foot high per minute, which being divided by 
40,000, the number of pounds a horse is now reckoned to raise, 
1 foot per minute gives the number of horse power of the engine ; 
or if the diameter of the cylinder is required for a given power, 
reverse the above calculation. 

Example. — Required the diameter of cylinder for a 30-horse 
double-acting condensing steam engine :— - 

40,000 X30=1200,000-r220==^z=909, the square root of 
which in round numbers is 30 inches, the diameter required. 

All other powers may be calculated in a similar way, but an 
allowance must be made in engines with a small cylinder, for 
although the power increases or decreases in proportion to the 
square of the diameter of the piston, yet the retarding forces ^ 
namely, the friction of the cylinder, air-pump, and other pumps, 
as also the axles, increase or decrease in a direct ratio with their 
circumference. No two machinists perhaps have the same mode 
of calculating this loss or gain ; but the following table of diameters 
powers, lengths, and number of strokes, is very near the cus- 
tomary calculations of the most eminent engineers. 
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Table of the Powers and Proportions of Double Acting 

Condensing Engines. 





Diameter 




No. of 


Hones 


of 


Length of 


Strokes per 


Power. 


Cylinder. 


Stroke. 


Minate. 






Ft. In. 
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3 
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2 6 


44 


4 


14 ) 
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16 I 
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36 


10 
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19n 
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3 6 


32 


14 


22 7 
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28 
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24 3 
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20 
24 


25 7 
27 j 


4 6 


26 


26 


28 ) 






28 


29 > 


5 


22 


30 


30 ) 







For the quantity of coals required they reckon 141b8. per horse 
power per hour of the best quality, and 4 gallons of water for 
injection per horse power per minute. 

To find the weight of a fly-wheel for any required powen 
assume a diameter for the fly-wheel, then multiply seven times 
the velocity of the piston (a constant quantity which may he stated 
in round numbers at 1500 feet) by the number of horses power 
that the engine is equal to, and divide the product by the assumed 
diameter of the fly-wheel in feet multiplied by the number of 
revolutions per minute, and the result is the weight of the rim in 
cwts. nearly. 

Example. — Required the weight of a fly-wheel for a 20 horse 
engine, the iissumed diameter being 18 feet, and to make 24 revo- 
lutions per minute.- 

l£?«ii^=69 cwt. 
18x24 

The diameter assumed for a fly-wheel is generally eight times 
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the length of the crank, and the depth of tlie ring one-third of 
it» length. 

Having thns found the weight and the depth or width of the 
rim, its thickness will be found as follows : — 

Rule. — Divide the weight found in pounds by the area of the 
ring in inches multiplied by *265, and the quotient is the thick- 
ness of the rim in inches. 

Example. — ^What thickness must a ring be -to equal 69 cwt. 
when the outer diameter is 18 feet and the inner diameter 16 feet 
6 inches. First find the area of the circular space or ring con- 
tained between the inside and the outside diameters as follows. 
Multiply their sum by their difference and by *7854, and the 
product will be the area. 

..... Ft. Ft. In. In. In. In. 

^*-^^-y^l9 + 16 6=414 X 18=7452 X -7854=6853 

Then 69 cwt. =7728 . *2- ^. ^ 

g^-o — lofi^— ^ *^® thickness required. 

Rule 
For calculating the Governor of a Steam Engine. 

The goyemor consists of two balls suspended from a revolving 
axis impelled by the motion of the fly-wheel shaft. The balls 
rise when the velocity of the engine is increased, tiud/all when 
it is diminished. 

This motion conveyed by means of levers to a valve placed in 
the steam pipe of a steam engine, forms an exceedingly accurate 
and very sensitive regulator for supplying the working cylinder 
with steam and preserving a uniform motion in the engine. 

The vertical distance between the point of suspension and the 
plane in which the centre of the balls revolve is found, both by 
reasoning and experiment, to be the same in length as a pendulum 
which makes one vibration forwards and back again in the same 
time that the balls make one revolution. Suj^xMe, then, the 
fly-wheel shafi to make 32 revolutions per minute, and the 
governor axis and balls the same, required the length of the 
levers. 

Rule.— -Double the number of revolutions, then say as the 
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sum squared is to 39^ inches, the length of a pendulum for 
vibrating seconds in this country, so is 60 seconds squared to the 
length of the levers required. 

EXAMPLE.—32 + 32=64 x 64=4096 

Then as 4096 : (60x60=) 3600 : : 39^ : 34.38 the length 
required. 

The range of the balls may be settled by considering the 
greatest rate of velocity virhich the machinery may acquire without 
injury to the work it performs, and with this range the governor 
ought, by means of- levers acting upon the throttle valve, to be 
capable of completely cutting off the steam. 

Now the greatest variation should not generally exceed one-tenth 
of the velocity, that is, one-twentieth on either side of the mean, 
and the range of the plane of revolution will in that case be 
nearly one-fifth of the height of the point of suspension above 
the plane of revolution at the mean velocity. 

Thus if the mean height be 34.38 inches, then one-tenth on 
each side will be as follows: — 

34.38-M-lOth, or 3.438=37.818 
34.38— 1-lOth, or 3.438=30.942 
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6.876= l-5th of 34.38, the 
range required. 

The steam passage or throttle valve should be fully open when 
the governor balls revolve in a plane corresponding with the fore- 
going length of 34.38 -h3.438=37.818, which they will do at 
the engine's lowest rate of speed, and be gradually contracted as 
the engine increases in velocity, and the governor balls rise, first 
to the mean of its range at the usual speed of the engine, and 
completely shut off when it reaches its maximum velocity. 

lliere is no exact rule for calculating the weight of the governor 
ballsy but we may state generally that they vary from 20 to 80 or 
90 pounds each, according to the power of the engine, 

l'^ The angle formed by the ball rod with the axis of the governor 
should be about 30 degrees when they are at rest, and the cour 

) necting rod should form about the same angle with the ball rod. 
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Boat engines are generally regelated by hand, with a handle 
and index plate similar to the injection cock. 

Condenser gauge, — This is sometimes called the barometer 
from its resemblance to that instrument. 

/^^\ I^ke the steam gauge already described it is made 

of a glass or iron tube in the form of a double syphon 
(as shewn in the annexed figure) with one leg about 
half the length of the other. 

To the end of the longer leg a pipe is joined 
which communicates with the condenser, and has a 

f Aj^jt®*®? ^^^^ (*) *o open or close it. 

The two legs are filled up to a certain height 
with mercury which naturally stands level when the 
engine is not at work, a light float with a slender 
stem being made to float on the surface o£ the mer- 
cury in the short leg. Upon the end of the short 
leg is fixed a properly divided scale, or when a glass 
tube is used the scale is more frequently fixed behind 
the leg as in the common barometer, and the float 
dispensed with. 

If the vacuum in the condenser was perfect, it would be equal 
to 30 inches of mercury, or the index of the scale would stand 
at 0, but as in the best constructed steam engines the vacuum 
is not perfect, they generally indicate two or three inches. About 
two inches is the best usually attained in practice. 



HIGH PRESSURE STEAM. 



High pressure steam is so called from its being generated under 
the pressure of a greater weight in the safety valve than is used 
for condensing engines. The nature of high pressure steam was 
'weU understood by Newton, .as may be seen by the following 
quotaUott from one of his works. '* When the heat of water is 
*^ increased by the action of fire before it is turned into an elastic 
•* fluid, the parts of the body itself have a most violent agitation 

K 
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** amongst one another which causes the fluid to boil: for per 
** forming which effect 'Me action of the fire need be so much 
^* less as the fluid is less compressed,** In other words the 
greater the pressure under which steam is generated, the more 
fire it requires, and the difference between high and low pressure 
steam is merely, that the latter contains more of that *^ stuff 
which steam is made of,*'— namely, fire and water, than is con- 
tained in the former. For in vacuo water" boils at about 90^ 
Farenheit, under the common pressure of this climate at 212®, and 
when pressed with a column of mercury six inches in height, it 
does not boil until heated to 218®, each inch ^f mercury pro- 
ducing about 1° in the thermometer. 

The effective power obtained by means of a high pressure engine 
is nearly two -thirds of the force of the steam, the pressure of 
the atmosphere not being taken into the account, frill one-third 
being expended in friction, &c. Hence we derive the following 
rule for calculating the effective horse power of a high pressure 
engine. Multiply the cylinders area in inches by the nett pressure 
per circular inch on the safety valve, and this product by the 
velocity of the piston in feet per minute ; dediict one-third of the 
product, and divide the remainder by 40,000, the quotient will 
be the horse power q£ the engine. 

Example. — Required the power of an engine, the cylinder 
being 10 inches in diameter, 2 feet stroke, the engine making 
50 revolutions per minute, and the weight upon the safety valve 
equal 401b6. per circular inch. 

Circular Inches. Ft. Ft. 

10 in. diam.=100 area, and 50 revolutions X 4 =200 velocity. 

Then 1 00 x 40 x 200 x 2 533333 , ^ ^ 

3 = 40;000= ^ ^ ^^"^ P^^"^- 

We will close this account with a description of one of the 
latest inventions for improving steam-boilers which we have seen, 
and which is intended to be made use of in a carriage now build- 
ing to ply on the common road ; it is the patented invention of 
Mr. D. Redmund, Engineer, City-road. 




A A Plate XIX. are the steam and water chambers. B The 
smoke-flnes. Q The tube for collecting the steam from the 
Mveral chamben. D Pipe for conveying tbe ateam to the engine. 
E Two safety valves. F Strong straps of wrought iron round 
the top, bottom, acd middle of the boiler. 

Pig. 2. A ctOBB section of one of the steam and water 
chambers, h. Plug or cock for cleaning out the boiler. 

N.B. One-half of the plan is drawn with the top covering 
broken awayv in order to show the interior consfnic^on. 

The whole of the boiler is formed of malleable iron, the sides 
being rolled and fluted, or they may be wholly made of copper. 

We will here briefly rec^itulale the chief modifications made 
in the canatntction of steam-boilers as recorded in tho foregoii^ 
pages, and we must observe that most of the improvements which 
have taken place in boilers have been occasioned by the employ- 
ment of high pressure steam for the purposes of locomotion. 

The common high pressure steam-boiler, independent of its 
inconvenient size, being found dangeroua, was attempted to be 
superseded by tubular boilers, in which the water n 
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and was in them exposed to the action of fire. Such are Perkins . 

and Gurney's inventions, from which they, in a limited degree, 

derive power and safety. 

The steam-hoilers of the Manchester railway are the same in 

principle and in detail as the original hoiler of Treneithic, but 

have tubular flues. 

In all these boilers there is an increase of heating surface ; the 

last-mentioned one derives this from dividing the area that would 

be taken np by an ordinary flue, amongst a great number of small 

flues, which it is found convenient to make tubalar. 

If a flue of a foot area in its cross section be divided into only 
four smaller flues, possessing collectively the same area, they would 
answer the purpose of conveying the smoke quite as well as the 
one flue, and would expose an additional sur&ce of 4 feet of 
heated metal to the water ; this multiplied into the length of a 
common boiler flue, say 8 feet, gives an additional heating surface 
more than the ordinary flue of 32 feet, and the greater number 
of small flues you divide the given area into, the greater is the 
gwn. 

If there was a corresponding increase of safety, these boilers 
would be nearly as perfect as could be desired ; but though there 
has been no accident arising from their use, it cannot be denied 
that they derive their safety from the strength of the materiab of 
which they are made, and the care with which they are put 
together and worked. 

The boilers of Hancock, Ogle, and Macerone, and though last, 
not least, Redmund's, are designed with a view to effect both 
these oljects, that is, to combine safety with power, and this 
they do in an eminent degree ; but time and experience alone can 
prove to a complete demonstration which mode of operation is the 
best. 

FINIS. 
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li the Inlerroyalive Si/ste>ii uf Education. 
u tliirtj aud forly jeara since tlic system of Inslrtic- 
u llie bcsl loKl-books waaaDbmittGi] by Sir Richakd 
scliolastic world. During Ihnt |ieriixl, it may be slated, 
williont exaggeralion, that this principle lias been sa universally approved 
and adopted, tbnt Ibcre are perhaps fen Schools, in which Education is 
Boxiousl; conducted, where it has not been sanctioned in same of lis 
objects, while in many of the Hrst and most reapeclablti Seminaries it is 
adopted in every branch of study. 

In 1S34 it cannot be necessary tn explain to any enlightened Tnlor 
the principle, practice, and manifold advantages of a system hroiighl under 
public notice ao long ago as 170B-9, yet, as new and improved Books inter- 
fere with old and obsolete ones, and as a new system thwarted some inte- 
rests and prcjndices, so, various attempts to put the world in the wrong 
still render it a, reiterated duly to counteract misconceptions and invidi- 
oas in da si ry. 

The iNTKp.ROBATlVE System applies the very means nniversallj 
adopted, in teaching Arithmetic, to all subjects of liberal Educaliun. It 
consists of Questions to bo answered by the Pujill, and ihorcforo is best 
calculated to enforce attention, and produce a perfect iutelleclual know- 
ledge of the subject of study. 

It is NOT a system of Question and Answer which demands nellhar 
■tody nor attention ; and it is therefore directly opposed to so loose and 
listless a method, both in principle and practice. lis name iras, however, 
open to abuse, and hence its popularity enabled crafty persons to obtrude 
on the world countless books in Question and Answer, often of the must 
trifling and imperfect character. Time has, in eome respect, corrected 

I this error ; yet, as Qneslions and Answers involve no details of instruc- 
tion, and are more agreeable to idle pupils than qiK 
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2 CATALOGUE OF MOaEn^ 

SD answer lu tie fuiiiid, sr> rarilily is [ireferred to Ihc uscriil labour of Jttii^ 

nnd the ancicnl adage is furgutlcn, that " thei-eit no royal ro9d to 

Geometri/." 

In fftcl, tlio InlprrogativeSyElcm is a course o( £xercitei oa Ibe subjeet 
under SI111I5 ; and it would b« quite as absurd lu pretend to acquire arith- 
mclic williout working examplca, grammar willioiil correcting exercises, 
or dancing, or music, by learning rules wilboiil practice, as il is lu study 
geogrnpby williout filling in LInnk maps as in the copj-booka, or without 
answering questions on its elements ; or to pursue historj', or philosophy, 
or any subjects, williout learkinff questbns on their several text-hoolu. 
As one example, bow wonderfully has the knowledge of the Scriptures 
bccu pronioled by Barrow's Questions on Uie Old and New Testaments ! 
Nor is it mere questions tliat eRect Ibe pnrpose. Questions, ia the 
exact order of Ihe text to which Ihry refer, and which are so often 
obtruded in hooks, arc worse than useless, for they fail in Ihe purjKise of 
making Ihe pupil Ikink and leareA, and Iherefore are at once deceptive 
and illusory. The questions should be what is lecbnically called dtxlging, 
and should at least oblige Ihe pnpil to examine a whole chapter, or divi- 
sion or the text-hook, in framing a correct answer. 

Many imporlani practical ends arc also attained by obliging Ihe pupil 
to give the answers in fair writing. It becomes a continued exercise in 
spelling, punctuation, grammar, and even in composition. It is Ifae very 
system which is pursued in all clussicnl schools, and which, in its effects, 
is even more import.int in future life than Ihe dead languages acquired at 
the same lime. The advantages arc, in fact, too numerous for specifioo- 
lion, and too obvious to render the details necessary. Tliose who prefer 
oral to wrillen answers will fmd Ihem an exc^ellent auxiliary in teaching 
elocution, bol the nrillen series should lake precedence of tbeoial, or the 
studcut will frequently be discooraged and jierplcxed. 

It has been foond, by extensive and accurate experience, that in one 
hundred original questions put lo a young person who has been taught 
any subjecl, by this system, eighty orniuety have been promptly answered ; 
while clever pupils, who had been reading on Ijt or learning i^ tvte, with' 
oulbeingcalledupun totAinit, coald not answer above six or eight, Tlieo, 
as ills in the |iower of any teacher or parent lo verify this experiment, 
how cruel and unjust il is to persevere in systems so useless, and not 
adopt a mnnifest improTemenI, rendered quite as easy in practice, and 
equally perfect and pleasant in alt the details of sludy ! 

Aware that evei'y author displays a subject in his own method, and 
that a Tutor may perfectly understand a science wilhout Iteing familiar 
with some particular hook, the introducer of Ihia system combined with 
the Text-book and Ihe Questions a Knv ofreference, for Ihe ease and con- 
venience of Tutors. As, llierefore, it is a Key to the particular book, and 
not merely a key to the subject, so the use of the Key is no imputation on 
Ihe Tutor. For example, he may know every fact in English History, and 
yet waste much lime in finding il in Bobinson's Hume and Smollett, in 
Goldsmith, or in any of the school hislories of England. 









BOOKS OF EDUCATION. 3 

I'D System, lliercforc, coniiati of able and approved 
ts ormiDgleil Qiioslions adapted (□ enforce Mlention 
and study in Pupila ; and of Keyi to llie QuestionB, fur the convenience 
of Tnltirs in Public Seminaries, wlicrr dispaloli of business h of paraliel 
importance uilb knowledge. 

Tho three Works, I, Tlie TEsT-BnoK ; 2, Tlie Questions npon it ; 
knd 3, the Krv, are llie lypogiaphicnl tools by irbich a subject of desi- 
rable knowledge may l>e taught ami acfjuired ; and the writio;; out the 
Answers is equivalent to those classical exercjsen liy wliicli the less uae- 
ful study of tho dead languages always confers siainllancons ladlily in 
Writing, Ortliugrnphy, Puni^lualiuu, Grnmmar, and Composition. 

This brief ex pi anal ion is still necessary, owing to Ihe arlrllces and con- 
loling speculations and theories against which every original design lias 
contend. It would not be diOieult to descril>e a dozen spurious 
Btteinpts by which tlie Public hnvc, in forty years, been abused; but tho 
Eoan4 md legitimate principles of Ihe Interrooative System have sur- 
vived the whole, and there are now very (ew Sehools, for either sex, in 
wliich the system is not adopted by tcacliera in sonic ur most of its subjects. 
Notliing peculiar attends the sale and distribution of these works, 
sold by the Booksellers Just like other Books, and with Ihe uBnal 
es to Seminaries and Societies in tho purchase of numbers. At 
time, they bring every brancli of knowledge down to the jicriod 
of publication, and are the clieapest elementary works which have at any 
lime I)een submitted to Ihe public. The ICKt-books arc also perfect iu 
themselves, and independent of the system of Questions. 
L Several of the Books have undergone, or are undergoing, fhorongh 
■revisions by the Author or Editor ; and, in cases in which continned great 
PMes have worn ool tho stereotype plates, new |>lHtcs are now casting. 

Porly years' experience in the use of these works has served to con- 
firm the pubhc in n thorough conviction of their decided superiority ; and 
parents taught by them have now tlic satisfaction of commending them 
to the preference of tlieir children and their tutors. 

Having lived io sec some thousand sehools educated two or three 
generations by hia books, or bis system. Sin Bichard Phillips now 
enjoys the suffrages of so many of Ihe active generation as to be warranted 
in calculating that his working, or interrogative system, uhich idone 
impresses and instructs Ihe intellecloai powers, will in a few years lie co- 
c^itensivc with all scholastic instruction. 

I. 

FIRST BOOKS FOR CHILDREN. 

The following little Books, established for nearly thirty 
years in the principal schools of the United Kingdom, have been 
revised with cave, and are now pubUshed in new and improved 
editions. 
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1. THE LONDON PRIMER, by Mrs. Pelham, the 90(h Edition, 
price only sixpence, with 13 as 12. 

2. THE FIRST CATECHISM OF USEFUL KNOWLEDGE, 

by Mrs. Pelham and D. Blair, 54th Edition, price 9d. 

3. WHY AND BECAUSE, the 10th Edit, by the Rev. D. Blair, 9d. 

4. THE POPULAR VOCABULARY, or Infantine Cyclopaedia, 
with words divided and accented, recently published, price Is. 

5. BOSSUT'S FRENCH WORD-BOOK, 501h Edition, price Is. 

6. PHRASE-BOOK, 64th Edition, price Is. 

7. LATIN WORD-BOOK, price Is. 

8. PHRASE-BOOK, price Is, 

9. ITALIAN AND GERMAN WORD-BOOKS AND PHRASE- 
BOOKS, by the same, at Is. each, by which the substance and germs of those 
languages may be learned in a few weeks. 

10 GOLDSMITH'S ABRIDGMENT OF HIS GRAMMAR OF 

GEOGRAPHY, just published, price Is. 

These small and cheap bpoks will qualify Children to enter at an early age 
upon exact elementary studies in the various branches of desirable knowledge. 



II. 

CLASS-BOOKS FOR SCHOOLS. 

As no principle of education can be more obvious than 
that Reading Exercises and Useful Instruction should be con- 
stantly combined, and as the Elements of the Sciences require 
Illustrative Details, so the following tasteful and interesting books 
have been prepared to combine both objects. Reading with pro- 
priety, and a popular display of subjects of desirable knowledge. 
Elegance of style, authority, and interesting information, have 
been anxiously united in each, and so complete an arrangement 
of Books for Scholastic Reading Exercises was never perhaps 

before submitted to the public. 

1. THE CHRISTIAN CLASS-BOOK, consisting of popular 
Lessons from the Old and New Testament, in the exact language of the 
Scriptures, but printed in a clear type for Reading Classes. Arranged by the 
Rev. S. Barrow, Author of the well-known Questions on the Old and New 
Testament, &c. &c. 6b. with 100 Cuts, or 4s. 6d. without. 

2. THE BIOGRAPHICAL CLASS-BOOK, containing 600 Lives 
of Eminent Men of all Ages and Countries, in 365 Lessons of suitable length 
for Class-reading, selected and composed by the Rev. J. Goldsmith, price 7s. 
with 120 Portraits. 

3. THE FRENCH CLASS-BOOK, or Leqcns from Classical 
French Authors, par Noel et la Place, Professors in the University of 
Paris; the London Edition prepared by the Ahh6 Bossut, price 7s. bound. 

4. THE GEOGRAPHICAL CLASS-BOOK, or Universal Tra- 
veller, consisting of Extracts from Modern Travels, which faithfully describe 
all striking Objects, Manners, Customs, Products, &c. of all Nations, by 
S. Prior, price 10s. 6d. with 100 fine Engravings. 

These several works embrace, it is evident, a compass and variety of know- 
ledge never before attempted ; and in such agreeable, convenient, and desirable 
forms, as must entitle the whole to progressive use and decisive preference. 
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III. 

COMMERCIAL EDUCATION. 

A New Edition, price 10*. 6d, 

THE YOUNG TRADESMAN, 

OR 

BOOK OF TRADES, 

Describing the Operations and Practices of all British Trades, Manufactures, 
and Employments — the advantages, prospects, and disadvantages of each, with 
the capital required, profits, wages, &c. &c.; designed to guide British Youth 
in the choice of a profession, and to instruct them in the general nature of all 
Trade, Industry, and Conunerce. 

Each Trade is illustrated with an Engraving; but the price has been lowered, 
for the purpose of conferring universal circulation in Schools and Families on a 
work of such general utility and intense interest. 

IV. 

GEOGRAPHICAL EDUCATION. 

The following works have been prepared for the purpose of 
conferring practical and efficient character on the scholastic study 
of Geography, in male and female schools. 

1. AN ABRIDGMENT (by thu author,) OF GOLDSMITH'S 
GRAMMAR OF GEOGRAPHY, in which much new and modern matter 
has been introduced, price Is. 

2. THE PRESENT STATE OF THE UNITED KINGDOM; 
or. Grammar of British Geography, calculated to instruct young^ Britons 
in all knowledge relative to their native Country, with Maps and Views, by 
J. Goldsmith, price 5s. 6d, in red. 

8. GEOGRAPHICAL COPY-BOOKS, or Outline Maps to be 
filled up by Pupils, in 2 Parts, the Jirst giving the Outlines of Countries, and 
the second only the lines of lat. and long., with Tables, &c. by J. Goldsmith, 
price Ss. 6d. 

4. The same Maps, on a larger scale, in ROYAL COPY-BOOKS, 

for room in writing, price 4s. 6d. each. 

6. CORRESPONDING ATLASES, to accompany the Copy- 
Books, and of the same dimensions, containing^ the chief Countries in the 
Modern World, and 2 Ancient Maps, demy size, 68. 6d. plain, and 8s. 6d. 
coloured ; royal 12s. plain, and 14s. coloured, being the cheapest Atlases extant. 

6. Small Modern Maps of «very County, for local Geography- 
Classes, at Gd., or 13 as 12. 

7. THE GEOGRAPHICAL CLASS-BOOK, or 365 Lessons in 
Modern Geog^phy, abstracted from recent Travels in every part of the World, 
and describing the Curiosities, Products, Manners, and Customs of all Nations : 
by S. Prior, price 10s. 6d. with 100 Engravings. 

8. THE TKAVELS OF ROLANDO ROUND THE WORLD, 

2 volumes, price 10s. 6d. 

9. ANCIENT GEOGRAPHY, with Maps, is treated with satis- 
factory fullness in Johnson's Guammar of Classical Literature, with 
many Maps, &c. price Ss. bound. 

10. THE WONDEKS OF THE UNITED KINGDOM, fully 
described in the numerous ObjecU of Nature and Art, with many fine en- 
gravings, designed as a Prize-Book, or Present to Young Persons, by J. Gold- 
smith, 3 vols, price 2Is. 
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11. PRIOR'S VOYAGES ROUND THE WORLD, from the First 

(by Magellan) to the Last. 100 Engravings, price lOs. 6d. 

12. THE HUNDRED WONDERS OF THE WORLD, with 
100 Engravings, price lOs. 6d. 

13. MISS PHILLIPS'S PRACTICAL SCHOOL LESSONS ON 

THE USE OF THE GLOBES, being the most systematic and efficient work 
of the kind, 4to. price 3s. 6d. Key, ^. 



V. 

MATHEMATICS FOR SCHOOLS. 

A new Edition, price 21#. bound, with a new Chapter on DifferentidU, 

A COMPLETE 

COURSE OF PURE AND MIXED MATHEMATICS, 

Including a perfect introduction to ALpEBRA, the whole of Sim son's Euclid, 
(verbatim et literatim,) Differentials, Conics, Curves, Functions, Men- 
suration, GuAGiNG, Land-surveying, Mechanics, Perspective, Astro- 
nomy, Spherics, Navigation, Optics, Hydrostatics, &c. &c. with an 
elaborate and accurate set of Logarithmic and Trigonometrical Tables, believed 
to be without an error. 

The whole adapted, by numerous exercises and examples, to the use of Schools 
and Mathematics^ Classes. 

BY PETER NICHOLSON AND ASSISTANTS. 

At the same time is published, a worked KEY to the whole of the Problems 
and Examples, in which the steps are set forth at length by Mr. Nicholson, 
rendering this Publication the most perfect course of liberal Mathematical 
Studies in the English Language, and owing to the want of which these funda- 
mental subjects have been neglected. 

The KEY is 7s. 6d. bound, and the two will enable every Schoolmaster to 
carry a Pupil forward in the soundest Mathematics, as soon as he has completed 
an ordinary course of Arithmetic. 

The ample Tables of Nicholson may be had separately » at 58. boards, 
with an Introduction to their Use. 



MITCHELLS POUTABLE DICTIONARY 

OF THE 

MATHEMATICAL AND PHYSICAL SCIENCES, 

Price 10& 6d. boards. 



VI. 

BOSSUT's PHILOLOGICAL WORKS. 

Early in the present century the Abbe Bossut developeil 
that simple natural system of acquiring Languages, which, with 
slight variations, has been seized on by Hamilton and many others. 
It is exactly described in the Preface to his little French Grammar 
printed in 1805, and is the system by which every Language is 
acquired in the nursery. It consists of Word^r of Idioms or 
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Phrases, of Grammar or Accidence, and of Sjntnx, with Exercises 
ihereon ; and it is as cheap and easy as it is eflficient and perfect. 
TTie under- mentioned are the books, or scholastic tools, by wliich 
it H taught with unvarying success in the seminaries of the 
United Kingdom. 
i. BOSSUTS FRBNCEf AND ENGLISH WORD-BOOK, Is. 
PHRASE-BOOK, li. 



- riRST FRENCH GRAMMAR, as, 6d. 
^ EXERCISES I.N FRENCH SYNTAX, 3s. 
-ITALIAN WORD-BOOK, la. 
PHRASE, or IDIOM-BOOK, Is. 

- GERMAN WORD-BOOK, Is. 
PHRASE-BOOK, Is. 



I 



B. LATIN WORD-BOOK, la. 

10. PHRASE, or IDIOM-BOOK, Is. 

11. FIRST LATIN GRAMMAR, Is. 

Bym 
cated may be learned m 

:e during the last thirty years. 



VII. 

RELIGIOUS EDUCATION. 

Essential and all-important as is the judicious instruction 
of the whole rising generation in the elements of the Christian 
Religion, as the standard of all the social virtues, yet, till these 

[lublications, there were few elementary works adapted to scho- 
astic instruction. The under-mentioned are therefore submitted 
to the public for the Use of Schools, as the best adapted for this 
most desirable purpose. 

1. BAHROWs 500 QUESTIONS ON THE NEW TESTA- 
MENT, to be answered from ihe Sacred Volume by ihe Pupilt, oa the plan 
of thclnCertogatlve System, price Is. 

2. BARROW'S 500 QUESTIONS ON THE OLD TESTA- 
MENT, price 1>. 

3. BARROWa CHRl.STIAN CLASS-BOOK, or School Bikle, 
coniiiciog of Selections from the Old and New Testament of the moil interesting 
Narratives; printed in -i clear and large type, for the use of Ctiildren. There 
it one edition with 100 inteietting Cuts, at Gs., and another, without Ihe Cuts, 
at 4s. fid. bound. 

4i Five Hundred Qubstions on the preceding Toltimc. 

5. RUNDALL's GRAMMAR OF SACRED HISTORY, with 

Maps and En^avingB, price 4s. bound. 

6. WATKINS'S SCRIPTURE BIOGRAPHY, or Lives of Scrip- 
ture Characteis from Adam to St. Paul. Price Ts. bound. 

7. NIGHTINGALE'S ACCOUNT OF ALL THE RELIGIONS, 

AND RELIGIOUS CEREMONIES AND PECULIAR PRACTICES IN 
ALL PART.S OF THE WORLD, with 100 Engravings. Price 10s. 6d. bd. 
N.B. — A new Edition i^ printinK, with extensive improvement!, of Dr. 
ROBINSON'S THEOLOGICAL DICTIONARY 
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VIII. 

AUTHORITATIVE HISTORY OF ENGLAND. 

The primary importance of the Study of our Native History 
has led to the careful production of a cheap volume for purposes 
of general Education, which combines the highest Historical 
Authority with Editorial Skill, and^ in numerous cheap Embel- 
lishments, exhibits the labours and genius of our most celebrated 
Painters and Designers. 
9s. boundf illustrated with 140 Engraved Subjects from Famous Designs , 

HUME AND Smollett's 
HISTORIES OF ENGLAND, 

Condensed and continued to the Reign of George the Fourth. 

By the Rev. JOHN ROBINSON, D.D. 

Rector of Cliftmiy Westmoreland^ Autlior of Modem History ^ the 

Grammar of History, Sfc, Sfc. 

Such a volume bespeaks, in its bare announcement, obvious claims to the 
attention and preference of the Conductors of Education throughout the 
British Empire. Hume, Smollett, and Robinson, assure literary perfection, 
while the Engravings are copied from designs that have always been regarded 
as triumphs of art. 

Such a superior volume can be offered to the scholastic world, at its present 
price, only on the presumption of its universal adoption in all well-conducted 
seminaries. 

It is provided with 500 Questions for Study, at Is. — Key, 9d, 

As a preliminary work, the Rev. J. Goldsmith has prepared a Grammar 
OF British History, by which, for the first time, this very important fun- 
damental subject may be practically studied as an ordinary branch of general 
education, with Maps and Engravings, price 3«. Also 500 Questions, 9cL 



IX. 

HISTORICAL EDUCATION. 

The following Books form a course of Studies, whose value will 
be appreciated by every Tutor. They are, in fact, the only 
Systematic Course, and it may be pursued by them, or either of 
them, to any desirable extent. 

1. ROBINSON'S GRAMMAR OF UNIVERSAL HISTORY, 

with 500 Questions annexed, price 3s. 6cL 

2. GOLDSMITHS GRAMMAR OF ENGLISH HISTORY, 

ormed on a standard National Basis, as a fundamental Study for the rising 
generation of the four Nations now united under the British Government, 
conferring on British History, for the first time, a systematic form for scholastic 
study, price S«. 

N. B. — Five Hundred Questions on it, 9d. 

3. Dr. ROBINSON'S ABRIDGMENT OV HUME AND 

SMOLLETT'S HISTORIES OF ENGLAND, continued to George IV., with 
140 engravings, 9s » bound. 

4. Five Hundred Questions on the preceding, !#., with Key, Gd, 
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5. Db. ROBINSOSs modern HISTORY 01' ALL NA- 
TIONS, brought down to the Treaty of Vienna, 7s. bound. 

6. Five Hundred Questions tin the preceding-, wilh Key. 

7. GALT's PICTURES, or Amusing and Inslruclive Anecdotes, 
deduced from Eogliih, Scottish, and Irish History, 2 vols. 12i. 

8. ADAIRb QUESTIONS on the curreutedilioBsof GOLDSMITH'S 
HISTORY or ENG1.AND, Ij. 

9. A DICTIONARY OF HISTORY, and Hislorical Biograplij, 
bj Dr. Mitchell, piice 9i. boards, or lOj. bound. 

N.B. — The preceding- works, or a lelcction of them, include all the means 
for Teaching and Studying History, which can be necessary in any Schoolf or 
general course of liberal education, whether public or private . 



EDUCATION WITHOUT PUNISHMENT. 
BLAIR'S REGISTERS 

CONDUCT, STUDIES, AND MORALS OF PLTILS, 

One Shilling far Bcya' Sc/iaoli, and at One Shilling for Girl/ SchooU, 

Tills simple method of recording progress and conduct, in merit and demerit, 
from day to day, invented and introduced by the Rev. D. Blaih, hai had the 
happy effect of baniahiog ignominious punishments from Schools, and substi- 
tuting a spirit of emulation and competition, which has been productive of 
unexampled efforts and attainments. 

Hundreds of testimonials, from the principal schools of the United Kingdom, 
might be exhibited, to prove that the invenlioa of these Registers has been one 
of the greatest practical improvements in education. 

The pubHc are requested to beware of unprincipled piracies and imiiations. 



ASTRONOMY. 
Price Si. toiuul, uuY/i niimeiovs splendid Engraviiigi, 

A GRAMMAR OF ASTRONOMY, 

IE PHENOMENA OF THE HEAVE 



BY THOMAS SQUIRE, OF EPPING. 

2. THE WONDERS OF THE HEAVENS, a popular View of 
Astronomy, of great general interest^ illuatrated by a large assemblage of very 
£oe and striking engravings, gs. tid. bound. 

The two worts include all that is necessary or desirable to know on the 
various ohjects of this sublime science, either in a scholastic or popular sense. 

3. MISS PHILLIPS'S PRACTICAL SCHOOL LESSONS ON 
THE USE OF THE GLOBES, being the most systematic and efficient work 
of the kind, 4to, 3b. 6d. Key, 9d. 
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xn. 

BIOGRAPHY ADAPTED TO EDUCATION* 

With 120 PortrMUs, price 7s. bound, 

THREE HUNDRED AND SIXTY-FIVE 

LESSONS IN BIOGRAPHY, 

Containing 500 Lives, from Homer to 1820; constituting a BIOGRAPHICAL 
CLASS-BOOK for the Use of Schools, distinguished alike for its inexhaustible 
instruction and amusement* 

BY THE REV. J. GOLDSMITH. 

Author of Elementary Worlcs in Geography, &c. &c. 

Of all subjects for the study of the young. Biography, as the Mirror of Life, 
is, beyond question, the most impressive and valuable. It fascinates by its nar- 
ratives, while it exhibits all the useful pursuits, and describes the varied studies 
and labours of great men of every age as examples for emulation and imitation. 

N. B. — ^This volume has been compiled with great care, from the best au« 
thorities, and is adapted to higher Classical Schools, as well as to popular 
education in general. It is a suitable companion to the Christian, Historical, 
and Geographical Class-Books, the four including all popular knowledge, in 
forms adapted to Reading Exercises. 



XIII. 

DRAWING WITHOUT A MASTER. 

Pfnee 2\s, haff'-boundy with above 100 Examples in all Varieties of Drawings 

plain and coloured^ 

ELEMENTS OF THE ART OF DRAWING, 

In all subjects and varieties of Art, with Examples, step by step, from chef- 
d*oeuvres of great Masters, accompanied by such plam instructions on each 
example, and in the preparation of colours, &c. that any person may speedily 
learn to draw with taste and elegance without a master, and Drawing become 
a general object of all popular instruction. 

BY G. HAMILTON, ESQ. PROFESSOR OF DRAWING. 

At the same time are published, in folio, further EXAMPLES OF RURAL 
OBJECTS, by Nattes, at 128. 

Another folio, containing several Hundred fine EXAMPLES OF ANIMALS, 
by Chalons, 10*. 

Mr. JOHN VARLEY*s STUDIES FOR DRAWING TREES> 5s. 

^ PRACTICAL TREATISE ON THE ART OF 

DRAWING IN PERSPECTIVE, 7». 

These publications perfect a course of instruction in Drawing, by which 
young persons may acquire any degree of desirable execution in a short timft. 
Their object is to render Drawmg a branch of general popular education, at 
an easy expence, and in situations where it may be dijQicuIt tO olMtain iht idHtin^ 
tions of a master. 



THE UNIVERSAL PRECEPTOR, 




General Grammar of Arts, Sciences, and Useful Knowledge. 
By the Rev. DAVID BLAIR. 

Thij 105th Edition ha« undergone Boroe important revisions, and it will be 
found, in every respect, worthy of llie general patronagu of the scholastic 
world. To this Edition is now added 600 Questions on the Contents of the 
Book, 5i. bound. 

The 600 Questions on the Contents msy siil! be had aeparatelv, price Ii^ for 
the accommadation of persons potseeaing former editions. Key to tne Questions 9d. 

No work in the English language was ever attended with more important 
effects iti diffusing general knowledge among the rising generation than the 
Universal Preceptor, and it was long since deiienatcd, by an eminent Scholar 
and Divine, as "the Sun of School- Books," a distinction which the principal 
schools have sanctioned by his noiversal use. 

Teachers who prefer the system of Question and Answer are respectfully 
informed that the IStb Edition has just appeared, at Ts., of Dr. MITCHELL'S 
CONVERSATIONS ON GENERAL KNOWLEDGE, serving as a UNI- 
VERSAL CATECHIST on all subjects, for the Use of Schools. 

This invaluable volume is also provided with 500 Qu(;3tiohs without 
1., in 4lo. at 2e., and a Kee at Is. 



KNOWLEDGE OF OUR GLOBE. 

The under-mentioned volumes convey the most intimate 
knowledge and most perfect modern information relative to all 
nations, their manners, customs, natural productions, and artificial 
creations. No books are in more general estimation; and they 
have contributed gready to the production of the present enlight- 
ened era, and the enlarg^ed intelligence of the present generation. 

1. THE GEOGRAPHICAL CLASS-BOOK, or Univkbsal Tha- 
VELLEB, consisting of Abstracts and Eitracla from the most celebrated and 
authoritative Modem Travels, by S. Pkidr ■ 100 Engravings, 7th Edit, lOs, 6d. 

a. THE VOYAGES ROUXD IHE WORLD, frura Magellan 
in I5'iO,ta FaEcvNETin 1830 ; including full details of those of Dkake, Anson, 
and Cooke, by S, Faioa, with 100 Engravings. The 20th Edition, lOs. 6d. 

3. THE RELIGIONS OF ALL NATIONS, describing at lenglh 

their Rites, Ceremonies, Faith, Practices, &c. By the Rev. J.Nicutinoale, 

With 100 Engravings. The HBlh Edition. Price 10s. 6d. 

_ 4. TIIU HUNDRED WONDERS OF THE WORLD, con- 

^L sisting of authentic accounts of all the most celebrated Curiosities of Nature and 

■ Art. By the Rev. C. C. Clarke. With 100 Engravings, 47th Edit. 10s. 6d. bd. 

■ S. THE WONDERS OF THE UNITED KINGDOM, describing 
^1 all the Curiosities of Nature and Remarkable Productions of Art in England, 
^1 Wales, Scotland, and Ireland. By the Rev. J. Goldsmith, Author of the 
^H Grammar of British Geography, &c. &c. &c. The 3d Edition, with 60 bighly- 
^H finished copper-plates, in 3 vols. SI s. bound. 



J 
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XVI. 

NATURAL PHILOSOPHY. 

In a neat and cJotely-prhUed Volume, with numerouM Engravings and 

Wood-Cuts, pnce 5s. bound, 

A PRACTICAL GRAMMAR 

OF THE 

ELEMENTS OF NATURAL PHILOSOPHY. 

Being a developement of all the Principles and Details of Nature and Natural 
Phenomena in Dynamics, Mechanics, Statics, Hydrostatics, Pheumatics, Optics, 
Astronomy, Electricity, and Collaterals, Chemistry, Geology, Metereology, &c. 

By the Rev. DAVID BLAIR. 

The whole systematically and exactly displayed for the Use of Schools, as a 
branch of general Education, and including the most important modern dis- 
coveries. 

It may be proceeded in with no other knowledge of Mathematics than an 
acquaintance with terms, for which a Glossary is provided, and an acquaint- 
ance with decimal notation, of which no child of 12 ought to be allowed to 
be ignorant. 

It is, in fact, the only work of Natural Philosophy adapted to actual stiidy, 
others being either ignominiously superficial, or affectedly mystified. 

It is provided with 500 QUESTIONS AND EASY EXPERIMENTS, fit to 
be performed without apparatus, at U., with a Key at 9d, 

The object has been, to render Natural Philosophy a practical branch of 
general Education in Schools of both Sexes, and the sale of Twenty large 
Editions proves that the design has been successful. 

XVll. 

DR. SHAW'S 

NATURE DISPLAYED IN THE HEAVENS, 

AND IN THE THREE KINGDOMS OF NATURE, 

With several hundred very striking engravings, forming the most complete and 
perfect view of the Earth and Heavens ever published, and worthy of a place 
of distinction in every Library, in 6 volumes, at 3^ 3s, or with the Plates in a 
superb Atlas at 4L4s, 

The Atlas by itself, forming an ATLAS OF NATURE, with brief descrip- 
tions, folio, 2/. 2s, 

This book is an entirely new work, on the admirable idea of the Spectacle 
de la Nature of the Ahb6 de la Pluche ; but it includes all the advantages of 
Modern Discovery in the various sciences of which it fully and satisfactorily 
treats. No family ought to be without it, and it is the most suitable worK 
ever printed for the Select Libraries of Schools. 

N. B. For Domestic Instruction, by private Tutors, in the entire range of 
Nature, no work of effective instruction ever demanded more attention and 
general use than the Atlas of Nature. 



XVIII. 

INTERROGATIVE SYSTEM OF INSTRUCTION. 

In thick Quarto-Post Copy-Boohs, at 2s. each. 
On the suggestion of many eminent Conductors of Schools, superior 
Editions have been prepared of all tlie series uf Questions connected with 
the Interrogative System of lusiruclion. They render this effective 
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or loacliiDg- cDDiplete ami |>ractical. Tliry are priutud in Quarto 
and contain nearly a quire of superlitio post paper, witb apHceB and mar- 
gins to eziler the Aoswcrs, so as to exbibit the progress of the Pupil ii 
Ihe several subjects of study ; and lliey include Exercises, at the sauK 
time, in Writing, Orthography, Punclnatioa, and Composition. 

Tlic fuliowing are Ibe sets of Questions thus prepared: — 

FIVB HDNDHEn QUESTIONS ON 






>( EhkIIbIi Trades. 



Large Quarto Copy-Books, with Ruled Spaces for the . 
each; and, to distinguish them from the Small Books of Question 
in ordering them, lo sped fy " Copy-Book Size,'' 

A Ket to each set, for the coovenieoce of Tutors, may be ha 
and, when there are more than one popular Edition of the Te 
rencea have beep made to both. All the Keys may be had lu a nc 



iswers, at 2t. 

at 9d. each ; 
■Books, rete- 
at Ss. ed, bd. 



XIX. 

REVS TO THE QUESTIONS. 

ition. Rfvised and Impioced, in a cliiiely-piinled volume, pric 
5s, Grl- bound, or iliLfar either Key aepaiateti/, 

THE TUTOR'S KEY 
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Dcai use oi tne best aod most 
scholastic knowledge. 



mentioned popular and standard School-Books; 
iipproved elementary books in every branch of 

Rev. DAVID CLAIR. 

13.Mnrra.y'iiGr8nimnr,i 












^^ IZ. Geographical 

^1 The 500 Questions on each of these hooks e 

^^1 lastic Studies, according to every variety of tai 

^H cheap, at <W. ; others are printed in the books. 

^H whole, are to be had in handsome post-qua 

t_ 



14 CATALOGUE OF MODBRK 

XX.. 

MISCELLANEOUS SUBJECTS. 

BLACKSTONF/s COMMENTARIES ABRIDGED, with Ab- 
stracts of New Constitutional Laws, for use in the b'beral Education of Young 
Gentlemen, 15«. bound. 500 Questions, Is. Key, 9d. 

L'ENFANT PRODIGUK, a delightfiil Moral Tale, with Cuts; the 
Idioms, &c. specially distinguished, as an important Exercise for Learners, S«. 

BLAIR'S MODELS OF JUVENILE LEITERS, ENOLfsH, 
Fkench, and Italian, with Familiar Topics for Exercise, price 4f. 

BLAIR'S WHY and BECAUSE, one of the most popular of early 
Books, price Is. 

PELHAM's FIRST CATECHISM OF THE EARLY DAWN- 

INGS OF KNOWLEDGE, price 9cL 

BLAIR'S POPULAR VOCABULARY OF TERMS USED IN 

LIBERAL EDUCATION, being a Primary Cyclopaedia for the Earliest Age,l«. 

JOHNSON'S GRAMMAR OF CLASSICAL LITERATURE, 

serving as a Standard Note-Book during a Classical Education, price Si, 500 
Questions, Is, Key, 9d, 

BLAIR'S ENGLISH GRAMMAR, generally considered the best 

extant, with many Hundred Questions and Exercises, systematically arranged. 
Price 2s, 6d, 

A DICTIONARY OF THE TERMS, PHRASES, AND 

TieCHNICALITIES IN THE SCIENCE AND PRACTICE OF MUSIC, 
serving as an essential companion to every Piano-Forte, Music-Room, and 
Concert-Room ; and as a ^ide to the Theory and Practice of that delightful 
science in all its branches. By THOMAS BUSBY, M. D. A New Edition, 7s. 

A DICTIONARY OF CHEMISTRY AND MINERALOGY, 

by Mr. Mitchell, price 9s. boards, or lOs. bound. 



The Spirit of Books. 

1. THE ANECDOTE LIBRARY, consisting of several Thousand 
Anecdotes, collected from scarce and authentic sources, in the English and 
other languages, with many originals, constituting a work of inexhaustible 
interest. Price lOs. 6d. bound, closely printed in square 12mo. in two coluflins. 

In the same class of amusing Literature, and in corresponding volmnes, the 
four following works : — 

2. THE LAUGHING PHILOSOPHER, or. Wit's LmftAirr, 
being the largest collection of Bon-Mots, Puns, and productions of Genuine 
Wit and Humour ever printed in a single work. Price lOs, 6d, bound. 

3. THE VOCAL LIBRARY of 2,600 of the most-approved 
Standard Songs, from Chevy-Chase to 0*Keefe, Dibdin, and Sheridan. Price 
10*. 6d. bound. ^ 

4. THE SCOTSMAN'S LIBRARY, illustrating the Literature, 
Genius, and History of Scotland and Scotsmen, in several thousand picquant 
articles from national works. Price lOs, 6d. bound. 

6. FIVE THOUSAND USKFUL RECEIPTS, in all the Domestic 
Arts and Practical Household Sciences, constituting a Book of necessary 
Houriy Reference, and an invaluable Family Library. The 28th Edition. By 
COLIN MACKENZIE, Chemist. Price lOs. 6d. bound. 

On the utility of this matchless volume it would be superfluous to enlarge. It 
has commanded the applause of thousands of Families, and it rises ever^ year, 
in general estimation and authority. It distinguishes betweeii the good intelli- 
gence and increased comforts of many Families, and the rude andun^tisfiuitory 
pr^tices of others in which it is not made the daily oracle. 

6, The saine A ulhor's THOUSAND EXPERIMENTS IN CHE- 
MISTRY AND THE MANUFACTURING ARTS, fbr theuseOf Philbeo^ 
phical Chemists and Improving Manufacturers, 20s, boards. 



t 
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BOOKS OF EDUCATION. \5 

Religions and Sects. 
THE RITES, CEREMONIES. FAITH. AND OPINIONS OF 

ALL THE RELIGIONS LV .THE WORLD, and eBpecialijr of the Tariom 
Sects and DeuDmiDalioDB of Christians, with ih«r Rise, Progress, and Present 
Stale, a work of valuable information and uDpaialleled interest. The S9th 
Ediliau, lOi. G(/. bound, with 100 curious Engravmgs. 

Bv THE Rev. J. NIGHTINGALE 

The Engravings are from the great work of Picart, from recent Travels, and 
from original drawings pre^ " '' "' ■^■''- .n. . i . -i .. . ^ .1 
impartial ' ''' 

CKLEBRATED TRIALS for all kiiid» of Crimea and Acciiaalions. 
Trom the 14th Century 10 the year 1825, contaioing several hundred, and all 
of the highest interest. In S handsome volumes, wilh numerous engravings, 
price 3^ I2s. la boards. 

PROFESSIONAL MEDICAL ANECDOTES, wilh mnnj En- 
gravings, 3 vols. 21*. 

CONCERT-ROOM, or MUSICAL ANECDOTES, with mniiy 
engravinm, 3 vols. 21*. 

LAMBETH AND THE VATICAN, or Ecdeaiaslical Anecdotes 
of the Church and Churchmen, with many engraving*, 3 vols. 21s. 

ARTS AND AKTI.STS, ur Anecdotes of all Ihe Schools of Paint- 
ing and of Painters and Pictures, with fine engravings, 3 vols. 2I«. 

DRAMATIC TABLC-TALK, or Anecdotes of (he Stage and 
Dramatic Hisrorr, with many engravings, S vols. 21s. 

■,* The all last-mentioned works are nearly out of print, and can be had 
perfect only through Sherwood and Co. 

ILLUSTRATED BIBLES. 
The Prvpnetof of the Books on the Interragalive System.with a view to 
add to the fascinations and pomerfvl effect of the O/d and Neie Testrment, 
haittrepaTed a leries of TWO HUNDRED AND FIFTY-SEVEN 
STRIKING AND CHEAP ESGR4VINGS, n/ier the deiigm of the 
great matters of the aeteral Sehnals of Painting. 

TAb plan is altogether origiaii, and it has been honored by the most flat- 
tering patronage of lie highest authoriliee m the Chwch of England and )» 
Diiienting Communitiet. 

Tieo hundred and fmiy-one Eiigrannge may be had, to illustrate the uiiial 
SCHOOL BIBLES, at the moderate charge of Us. 

Or ninety-six, to illastrale the mual SCHOOL TESTA MENT, 2s. 
Or seventy-three, to ilhistrote the usual SCHOOL PRAYER-BOOKS, 
at 2s. 

The same Eigravingi tre also accommodated to the next larger-iiTi Bibles, 
called crown 8vo. and may be /lad at 61. 6d.for the set of 241, 

The same engravings, milh ^xleen for tfte Apocrypha, adapted to hand- 
tome Bvo. Bibles, may lie had at 7s. 

tAnd a Selection of one hundred and sixly-nine is adapted to Pocket Bibles, 
at 4s. 6d. 
In lihe manner seventy-three Engravings, for the \2mo. Commoti Prayer, 
may be had at 2s, and sixty-five for t/is small Prayer-Book, called 32mo. 
Liberal allowances are made to Charity Schools, Religious Societies, and 
pious persons who distribute the Scriptures gratis. 
Sueh is the powerful effect of Editions thus illustrated, thai no example 
urns ever known of one if these Editions heing in the hands of a Pawniro- 
her, or pariedmth for any sordid purpose. 
Ill ordering them, it is simply necessary to specify the Sise as above. 



Books by Sir Richard Phillips. 

I. 

A DICTIONARY 

OF THE 

ARTS OF LIFE AND CIVILIZATION, 

WITH ACCOUNTS OF ALL THE 

USEFUL PRODUCTS OF NATURE AND INDUSTRY; 

And Practical Details of Processes in Manufactures, Chemistry, Pharmacy, 
Building, Mechanics, and other Social Sciences, according to the best Autho- 
rities and latest Discoveries. In 140O columns of Nonpareil type, forming a 
very thick volume in duodecimo, price 14«. bound. 

BY SIR RICHARD PHILLIPS. 

^ The sole purpose of Science and of all Study, is the Economy and Improve- 
ment of the Arts of Life." — Rumforo. 

** Science may be lofty in its pretensions, but its proudest boasts are the 
Steam of Boiling-water, the Gas of Coals, the Bleacning of Linen, and the 
Fermentation of Infusions, all derived from practices of the Housewife ; but, 
in reflecting them with improvements from the Laboratory to the Manufactory 
the very best service is rendered the Human Race." — Cuvier. 

" How much useful knowledge is lost by the scattered forms in which it is 
ushered into the world ! How many solitary students spend half their lives in 
making discoveries, which had been perfected a century before their time, for 
want of a condensed exhibition of what is known! How much of valuable 
knowledge is buried and lost in the wilderness of Books in the great Libraries 
of Paris, Rome, and London !** — Buffon. 



II. 

A MILLION OF FACTS, 

AND CORRECT DATA 

tn the entire Circle of the Sciences, and on all Subjects of Specuiatum 

and Practice ; 

Adapted to the Closet and the Active World. A new Edition, just Published 

price 10«. bound, 

BY SIR RICHARD PHILLIPS. 

" The man who writes, speaks, or meditates, without being well-stocked 
with Facts, as land-marks to his understanding, is like a mariner who sails 
along a treacherous coast without a pilot, or one who adventures in the wide 
ocean, without either a rudder or compass. — Lorjd Bacok. 

" Facts are to the mind the same thin? as food to the body. On the due 
digestion of facts, depend the strength and wisdom of the one, just as vigour 
and health depend on the other. The wisest in council, the ablest in debate, 
and the most agreeable companion in the commerce of human life, is that man 
who has assimilated to his understanding the greatest number of Facts' -Burke. 



III. 



A MORNING'S WALK FROM LONDON TO KF.W, Topo- 
graphical, Historical, and Selntimental. A New Edition. 7s, 6d, boards. 



IV. 

FOUR DIALOGUES ON THE FUNDAMENTAL PRINCI- 
PLES OF NATURAL PHILOSOPHY. Price 5s. 



W. LEWIS, PRINTER, FINCH-LANE, LONDOIT. 
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BOOKS PUBLISHED BV 

HERWOOD. GILBERT, & PIPER. PATERNOSTER ROW. 



BOOKS OF TRADES. 



The followjag Work Books comprehend a valuable Series of Practical 

nnd dialinct Treatises, expressly adapbul to tEie daily Husioess of [lie OpprntiTe, Artist, 
HDd MecWiic. — The oliject nf ibe sevenkl writers has been to concentrate the best Frsc- 
ticnt Infuminiinn nn the diflt^rcnt subjects intu as emsll a compass as possible j and, by the 
knoT>Ied);e and experience of several skilful anil rniGticul Mechanics, who haie liberally 
contributed to the objects desired, the rariuus books may be considered as complete vode- 
ineGums of the several Trades to which (hey relate. 

9. The DYER'S GVIDE; being o Com- 



The_firalsix by C. F. P*btimitoh, Esq, 

1. The CLOCK and WATCHMAKER'S 
COMPLETE GUIDE; comprehending 
the early Hictury of the Art, its Progressive 
Improvement, and PrcsenlSlalc, Theoreti- 
cal and Practical. Price 2s. 

2. The COACHMAKER'8 & WHEEL- 
WRIGHTS COMPLETE GUIDE; com- 
lirehendinj the Theory and Construction of 
Wheal Carringes, with tlieit recent Im- 
]irovcnienl«. Price Is. 6d. 

S. The SHIPBUILDER'S COMPLETE 
GUIDE; comprehending the Theory and 
I'ractice of Naval Architecture, with its 
Modem Improvements. Price Ba. Gd. 

i. The BUILDER'S COMPLETE 
CJJIDE; comprehending the Theory nnd 
I'ractice of the several departmentaof Archi- 
tecture, Uricklaying, lirickmnkiog. Ma- 
sonry, Caqientry, Joinery, Painting, and 
Plumbing. With a variety of Useful In- 
formation on the Application and Durnbility 
of Materials, &c. Price 7s. 

fl. The PRINTER'S COMPLETE 
GUIDE; containing a Sketch of the HU- 
(ory and Progresa of Printing to its Present 
.Slate of IcBprovement; Details of its several 
Departments j nutneroua Schemes of Inlpo- 
silion ; Modem Improvements in Sterentj^, 
Presses, and Machinery. Price 2b. 6d. 

«. The ENGRAVER'S COMPLETE 
GUIDE; comprising the Theory nnd Prac- 
tice of Engraving, with itsModem Improve- 
menW in Steel Plates, Lithogrspby, Sic. 
Price Is. Od. 

T. The HOUSE-PAINTER'S and 
COLOURMAN'S COMPLETE GUIDE 
being a Practical and Theoretical Tre«.tlBe 
on the Propniolton of Colours, and their 
Application to the diiTerent kinds of Paint- 
ing, in -which is particularly described the 
whole Art of House Paintinc. By P, F, 
TINGRY, Professor of Chemistry, fiic. 
Third Edition, corrected and very consider- 
nbly improved. Price 7b, cloth. 

8, The VARNISHER'S COMPLETE 
GUI DE; being a PniclicBl os well as The- 
oretical Treatise on the Art of making nnd 
applying Varnishes, not only to PaiutiDg, 
but also to otiier branches of the Arts, Witl| 
tiuw Observations and Experiments on Co- 
pal ; on tlie Substances employed Id the 
Composition of Vumish ; and on various 
Piocesscs used in Uie Art. By 1'. F. 
TINGRY. Price 68. 



pendjom ofthe Art of Dying Line , 
Silk, Wool, Muslin, Dresses, Furniture, 
&c. ; with the Method of Scouring WudI, 
Bleaching Cotton, &c. By THOMAS 
PACKER, Dyer and Chemist. Seconil 
Edition, corrected and improved. Price Os. 

10. The CABINET-MAKER'S GUIDE; 
or, Rules and Inatractions in the Art of 
Varnishing, Dying, Staining, Japanning, 
Polishing, Lackering, and Beautifying 
Wood, Ivory, Torloiseshell, and Metal; 
with Observations on their Management 
and Application. By O. A. SIDDONS, 
Sth Edition, considerably improved, 3s. Cd. 

" We strongly recommend this as n nadt- 

meeiim, which should be in the pocket of 

every Cnbinet-maker." — Critiail Gazcile, 

The three foUoKing ore iy 

JoEiN Nicholson, Esq. Civil Engineer. 

11. The BUILDER'S PRACTICAL 
GUIDE; containing a Complclc Eipluua- 
Ijoa of the Principles of Science, as applied 
to every Branch of Building; comprising 
an entire Course of Instruction (7Fr Masons, 
Bricklayers, Carpenters, JoioeFs, Plaster- 
ers, Slaters, Plumbers, Glaziers, and Paint- 
ers; inclndiog the Castomary Methods of 
EEtimating, Measuring, and Charging, 
Illustrated by 15 Engravings, Price 7s. 

13. The MlLLWEIGHrS GUIDE; 
being a Practical Treatise on the Construe- ■ 
tion of all Kinds of Mill Work, and the 
Application of the Power of Wind and 
Water. Illustrated with numerous I'lUei. 
Price Ts. 

13. A PRACTICAL ESSAY on the 
Construction and I'se of the Steam Engine, 
and on the A|iplicBtion of Power from 
Steam. Price 2s. Gd. 

14. A PRACTICAL VIEW nf the most 
remarkable Public Works and National 
Improvements of the British Empire, eluci- 
dated by Engravings of Plans, Elevations, 
Sections, and Details; including the mo«t 
striking Examples of British Science, Skill, 
Power, Ingenuity, and I'erseveronce, h 
exhibited in our Brides, whether of Stone 
or Iron, (including Susiiension- Bridges,) 
Canals, Locks, Porta, Piers, Docks, Light- 
houses, Railways, &c. &c. Translated 
and arranged from the French of ittitm 
CHARLES DUPIN, " on the CumBier> 
ciai Power of Great Britain," &c. Illoa- 
Iraled with 'fwi/Dly-si* Plates. I'rice Tt. 
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BOOKS PUBLISHED BY SllERWOOD & Co. 

To the Clergy, Chtirch-wardtns, bmiI Ocfrtetrra, of thi Viiitcil King-doni 
SAaio'g Parish Officer'* Ouide. 
NeiT iinil Practical Work on the Laws relative to P&rish Moston, cnlculateil Tur 

l^enernl Inrormotinii, and to Furnisli all Ptrauns liable to ai^rve tlie OfiicB of Cliurch- 

Hsrilen, Overseer, &:e. wilh full InstructioDB for Iheir legal Dnd elTicicnt Discharea : 

en tilled, 

The PAROCHIAL LA^VYER ; or, CHURCH- WARDENS' & OVER- 
SEERS' GUIDE : contalniBg the whole of Iha Statute Law, with Iho DeeiaionB ol 
the Courts of Law and Ej;clesin9tical Jurbdictiun, oa the DutJw aud Powers of tlioM 
OBIoera, embodrlna all that U pruoticol and operative in Dean Pridoaui' Inatructiona la 
Chunb-wardeua. By JAMES SHAW, Eiq. ot the Hououroble Societj of tlie Middlff 
Temple. Third Edition, coiuldtirably improved, with the New Acta of 1 and 3 of Wil- 
UaiQ IV. Price S>. (id. 

Ths Work h divided Inlu Four Faiti : the Firil and Stcond relate to the Dutiett 
Powen, and Raaponsibilitj uf Church- wardens and Overseen, wicli the MauaecmcD^ 
Uelief, and Empliiyment of the Poor, by Select Ventry, GaardiaM, or Tnitteca. Th« 
Third and Faurlh Parla einbraoe the Law, Practice, and Proceedings of Open and Select 
Vealrioa, with some neicesaury Information respecting the Oltices of Vehtkt CkEai,- 
FASisn Clerk, Constadles, Sextons, fee. 

Alao, by Ihl aamt Avthnr, 

1. The DOMESTIC LAWYER; or, a Practical and Populab Exposition al 
the Laws of Enrlano, cuntalning the reijuisile Legal Infomiatiun relative to ovcf; 
possible Circumstance and Situation In whioh Persooa can be placed in tho ordinaij 
oceurrencea of Trade and Social Life, lucludliig the Important Acts uf lost Session. 
Price 03. hennd in cloth. 

9. The CONSTABLE & POLICE-OFFICER'S COMPANION i OUIDE. 
Jenninffis Code of Useful Knowledge. 

The FAMILY CYCLOP_^DIA : a Dictionary of Useful and Neceasorf 
Knowledge in Domwlic Elconumy, Agriculture, Chemistry, and the Arts; including Ul ""'^ 
most approved Modes of Traatmeat of Diseases, Accidents, and CnsuDUies, Bj JAMEI 
JENNINGS, Esq. In one large Volume, Bvo. price £l,.Ts. in boards. 

Tliis very uiefui Work contuina upTvanls of fourteen hundred closely-printed I „ 
comprising as muoh Matter as is frequently contained in six ordinary -siied Volumes;, 

As a Book of Daily Reference, the Family Cyclopedia is really invaluable; ft forme* 

?DTtBble Library of Useful Knoivledge, uf Easy Reference, and contains a great variety gf 
nformation not to be found in otherWorka of similar preteasions, and uC greater magnitude* 
The able manner in which this Worit is executed, Bflords satiafuclory Evidence that tk"^ 
Editor is thorooghly acquainted with the Subject. It is a valuable laaltiim in porta. 

Moubray on Poultry, Pigs, and Cows. 
A PRACTICAL TREATISE on BREEDING, REARING, and FAT- 
TENING all kiuds of DOMESTIC POULTRY, PIGEONS, aud RABBITS; 

on Breeding, Feeding, and Managing Swiae, IMilch Cows, and Bees. By BONlNSr 
TON MOUBRAY, llsq. SiiUi Edition, enlarged ■ - ■ 

making Cider, BuTTl:n, and Cheese: ailnpled to the 
7s. Od. cluth boards. 

DickaoiCi Law of Wills. 
PLAIN INSTRUCTIONS & ADVICE to TESTATORS, EXECUTOR^ 
ADMINISTRATORS, and LEGATEES ; being n Practical EiposiUon of the LAlt 
of WILLS, with Observations on the Consequences of latestaay: to which are added 
Directions respecting the Probate of Wills, and the takingoutof Letters of Administration 
Tables of the Stamp Dntias on Probates, Administrations, Legacies, and Residuar 
Shares ; the Method of obtaining a Return of the Administration and Probate Duty, i 
overpaid, or on the gronnd of Debts ; and Forms of Inventories to be taken by Execnton 
Bad Administrators ; with Precedents of Wilts, Codicils, Republications, &c. heludut 
theAciqf Will.IV. e. 40, " for making bettir pTorUioni for the Ditposol iif the Rtd^ 
duet of the ^tcta <f Testators." By RICHARD DICKSON, Esq. of the Houoarabh 
Society of Gray's Inn. Price 5s. 6d. 

" ^o the TB^ important Branch of Law relaHve to Wills, Mr. Dickson appears to hi . 

(laid considerable attention; and, viewing the whole subject, we scarcely know a questiai 

ofcommoa occurrence that con be proposed, for which he has not provided some judioiotn 

t tdfice, if not a sulisfactory answer," — ImptJiai Slagazine, May, 1831), 
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P BOOKS PUBLISHED BY SHERWOOD & Co. 

Ihibrunfaut on Rectification mul JDislilUag. 
A COMPLETE TREATISE on the WHOLE ART of DISTILLATION, 

wItliPBACTicAi. iNSTftrcTiONS fDt preparing Se'ibitdode LiaDoai from Corn, PoTATties, 
tif^T'KooTS, and other Farinuceous and Sugary Vegc^tnbles ; particularlj Useful lo 
Mnlatera, Breivera, and Viuesai Hakera. Also, tlie AltTof KEUTIFICATION, in 
nrliich is particularly treated the Nature of Essential Oils, aa the inSueatial caosea nf 
tlie ToBtei and Fkivours of Spirits, From the French of DUBRUNFAUT, by JOHN 
SHERIDAN. To which is profiled, tho DISTILLER'S PRACTICAL GUIDE, 
with genuine Receipts for making BUM, BRANDY, HOLLANDS, OIN, and all 
BorU of Compounds, CnrdiaU, and Liq\ieuTt. Price Vis. in clotli, illustrated with 
numerous Cuts of iinpruyed Apimratafl used in Distillation. 

Scott's Village Doctor. 

The VILLAGE DOCTOR; or. Family Medical Adviser, atlapted 
to Domestic Convenience, and intended for tUe use of Counlrj Clergymeu, Couducturs 
of Schools, PacenU, and Heads of Families. Uj JAMES SCOTT, Surgaon. Sixth 
Edition, cimsidernbly improved. Price 5g. 

This little work contains such inforraatian as maj be often wanted in the honr of need ; 
ll id a monitor that points out the remedy in a moiaent of alarni ; a pilot that direcia the 
progress of diseases with oare ; a beacon that shows the shoals upon which h^lth may be 
wrecked ; and a friend that removes the doubtful anxiety of ignorance, b^ i^iplaintng the 
present, and showing the probabilities of the future. 

Tlie Painter's and Glazier's Guide. 

Neatly printed on fine wove paper, and illustrated with upwards of One Hundred 
Plates, Forty -six of which are accurately Coloured ; tlie whole forming a handsome 
'^'o]uIne in quarto, and may be had complete, price £:l..I4s. bound and lettered ; or in 
Fifty Numbers, by one or more at a time, price Is. each. 

The DECORATIVE PAINTER'S & GLAZIER'S GUIDE ; containing 
the most approved Methods of Imitating Oak, Mahogany, Maple, Rose, Cedar, Coral, and 
every other kind of Fancy Wood; Verd Antique, Dove, Sienna, Porphyry, White Veined 
and other Marbles, in Oil or Distemper Colour ; Designs for Decorating Apartments, in 
accordance witli the various Styles of Architecture; Directions for Stencilling, and Pro- 
cess for destroying Damp in Rooms, with InBtmctiuna and Patterns fur Painting 
Transparent Blinds; also, a complete Body of [nformation on the Art of Staining, and 
Fainting on Glass; Plaas for the Erection of Apparatus for annealing it; and the 
Method of Joining Figures together by leading, with Examples from Ancient Windows. 
Ry NATHANIEL WUITTOCK; assisted by the most experienced PracUcal Aitizani 
In every D^artment of Decorative Painting and Glazing, 

King'* Law of Auctions. 
The AUCTIONEER'S LEGAL GUIDE and ADVISER; containing 

n Practical Exposition of tha Law of Auclions, vin. 

I. Qualifications, Responsibility, Rights, Duties, and Obligations of Auctionoers. 

S. The Mode of Conducting Sales. 

9. Directions for making Excise Selurns, Delivery and Passing Account, and Pay- 
ment of Duty. 

i. Property and EtTects subject to and exempt from Payment of Duty. 

S. The relative Rights uf Vendors and Vendees at Auclions. 
With Rules and Directions for the Valuation of Lands and Fixtures: to which are 
added, the Qualiltcations imd Duties of Appraisers ; with a copious Appendix of Pre- 
cedents. (Originally written by T. Williams, Esq.) Fiftli EdiUoD, considurabljf 
impro*ed. By WILLIAM KING. Price 7b, buund in cloth. 

To Heads of Families. A Valuable Present for Servant Maids, 
The FEMALE SERVANT'S GUIDE and ADVISER; or. The Ser- 
vice Instbuctor. Illustrated with Plates, exMbiting Uie Methods of setting out 
Dinner Tables. Price 3s. 

This Work has an emphatical claim to the sanction of Masters and Mistresses, OB, by 
its directions and instructions, Servants are enabled to perform tlie various occupations of 
service in an efficient and satisfactory manner, and are informed of the methods of 
occasioning large aavirtga in the maHagemenl and use iif Iheir Einployer'i Homelield 
Proiierty and PrBt;isiont: in fact, it embraces the interests and welfare of the great family 
of mankind — Mastebs and SERVANTS, 

" By the presentof acopy ofthc Work to each of their Servants, Employers may safely 
calculate on the saving of many pounds a year ia their cxpanditUFe," — Taunton Cvuritr, 



BOOKS PUBUSHED DY SHERWOOD & CO. 



(VALUABLE AND POPULAR STANDARD WORKS 

J. BARJIELD, Printer lo Uii Mojr»t;, Warrloar Slr«;t, SoKo. 

JuBt Published at a Reduced Price, the Second EditloOf 

PETER HICHO^SOn's 

ARCHITECTURAL DICTIONARY, 

And BwUderM', Carpenters , and Joiners' complete Work Book, 

ConrBlnmiE all Uie Terms of Art, uied bj ArrdiU'Cls. Buililera. lit. nilh Ihnir prmcllcal AfJllleMioL. 

Tliearr of tlio vsiiani Bruichta o( Arttillecture. ItnildloB. CoTpcDUy, Joinery. Munnrj, Bdcklijiu. tie.' 

pubHibed, includiat BpnclAnLioisi at ■ Sulldlnf, Mid IKre):tioiit for Diiktne a Coatriirt tas lh> anifJ 
BraJichtfl or LabOHr LE toCDpliaei. Aha Iha Art of Archltfifllinl DrawlDE, PfrBpflctiTC. mad PrpfccUoa ij' 
gcnrel; «i(b all CIw wclul Dlngraint Eq Cafpcntiy, Jouerjri im- dbv gromBtrlcal ProUenA for ndiidk|^ 
Dm Number of Uut, and mderiot th« PrmMi™ eatj of AlBlnminl, ud npedlli«iiin tho FnlenDncd'^^ 
. IIIfvIk a BiTitrnl DHcrlpliiui of ihs Hte Ocdun, anciSBt KdllinB, &c. Ttie whale lbnnlB| • coaiiMt 

BDJuWam.wlUiProofPr?— -'■'■-'" — - --■- 

THE 'principles OF ARCHITECTURE, 

'nndainrnUI Unto of tbfi Art, 



I 
1 



Ibii An, in GmnipUj, AiltLmelli:, aod McDKinllaii; *llh tM 
Tim uur Metliad oF DruwlDB Ik* IchnoBrapbr and Orthajinphy tt 

MoiuviMi »A*ur|nc*, acic^u^ nuiM tud Aatif;ua, Aliowbg Urt lYoportl'HiB of Cbd Oreclbn wid K^nafl 
Jrden, Ihilr profiiirtiaDal Mumrts in Hambrn; Oniciui ManldinBi coiHpaied oilb RotDU, lo ibar Uw 
DlBeiTiicB of Ihoir FonD anil Applloliou; Ihs Orcriaii Doric Order rampored willi Lha Roman; and maoT 
iHe^l and oLvqaut Omavenlt, wlUi Ri)t«t for prajrcting ChHD. UJuitratedwitti CIB Coi^Tr-plal^s^nignTad 

likewUe, JMt PnbUihtd, Price Fiit Guloeaj. lUlf.binrad j Ttojal Copiei, Eishl Guineas ; and Imperlat 

The fourth EDITION op LAVOlSNE's 

Genealogical, Historical, Chronological, and Geographical Atlas, 

Upon Ihe nan of LE SAI^E: nhilnliBg tlirOriinB, Drsceiil.and MarrUecs of all U>« RcitbI Fanittet, fti ._ 

iledfot ihe UiEof Scliwli, and Iha Impiavemrot oT tUo Mind ol! lite riitoi OeneriOni. 

:oTi»d, collated, coBiidf.nblj cnUrB«!, and tneral Nrt, U^pi added, bj JOBK SATCHELL, En). 

" DR. WATTS'S PSALMS AND HYMNS. 

Great God ! how infinite art thou ! 
What worthless worms are we ! 

Wshall IhlirditionoriiniiKtiippniTed worli, will: the fimteit latiifaclion. aa behairof tliimged, uff 
e whose si)[ht may be iniirirecl. Fram ttae aopi'rb Etyle aFlls FX«cutlon, II i> nllonethor unlQuei and, 



A SUMMARY VIEW and EXPLANATION of the WRITINGS of ti 
PROPHETS, by tbe IbIb Rev, JOHN SMITH, D.D. of Camblelon. lamo. Fourii 
Edition. PriM fis. in cloth buaida. 



vrhen orduned PoGtur of [he C tin rch of' Christ in Eagfe Sliect, Red Linn Square, July 
*J78S. By ABRAHAM hOOlH. New Edition, I2tno. Prifels, suvad, Is.Gd.iila 



'.eis. sqvad, lg.6 



